


‘MONTHLY 


UNITED STATES 





AUGUST 1972 is 


uN 


Entries 10387-11479 





DISTRIBUTION OF PUBLICATIONS 


In ordering publications listed in this catalog, it should be noted that only 
those marked with an asterisk (*) are obtainable from the Superintendent of 
Documents. 

Publications marked with a farad (#) are sold by the National Technical 
Information Service, Springfieid, VA 22151. 

Where a single dagger (7) is the distribution symbol, application should be 
made directly to the department or bureau issuing the document. 
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unaccompanied by a price 


Printed for Official Use 
(not available for distribution ) 
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SIZES OF PUBLICATIONS 


Symbols used to designate sizes of publications listed in this catalog 
are as follows: 
4° 6-12 inches high and width more than 34 of height 
large 4°____. over 12 inches high and width more than 34 of height 
small 4°_______ under 6 inches high and width more than 34 of height 
8-10 inches in height (size not given in entry except 
where publication is narrow or oblong) 
large 8°_______. 10-12 inches in height 
7. 7-8 inches in height 
16° 6-7 inches in height 
5-6 inches in height 
15 inches in height 
up to 4 inches high 
. above 12 inches in height 


narrow_____. width less than 34 of height 


o 


oblong__--.-__. width more than height 
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FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402. PRICE 75 CENTS PER COPY 
EXCEPT DECEMBER (INDEX) ISSUE, WHICH VARIES IN PRICE 
SUBSCRIPTION PRICE $7.00 PER YEAR (INCLUDING INDEX) 
$1.75 ADDITIONAL FOR FOREIGN MAILING 





PREVIEWS 


The following publications are in the process of being printed. Advance sales 
orders may be placed for these publications. Orders will be scheduled and copies 
mailed as soon as stocks are received. It is not possible to estimate the lapse of 
time before the publications will actually appear. All information in regard to 
title, series, classification, distribution, and price given in these listings is pre- 
liminary and subject to change when the publications actually come from the 
press. Those so marked will be sent to depository libraries, providing, that at 
the time of going to press, the libraries were on list to receive the items under 
which these publications will be distributed. 


Aging and the blacks, recommended for action. (1971 White House Conference 
on Aging.) 30c. @ Y 3.W 58/4: 2B 56 
Air pollution aspects of emission sources: Iron and steel mills, a bibliography 
with abstracts. (Air Programs Office, Publication AP-107, May 1972.) 
$1.00. @ EP 4.9: 107 
Alcohol and health, first special report to the U.S. Congress from the Secretary 
of Health, Education, and Welfare. (National Institute of Mental Health, 
DHEW publication (HSM) 72-9099.) $1.50. @ HE 20.2402 : Al 1/8 
Analysis of Surveyor 3 material and photographs returned by Apollo 12. 
(National Aeronautics and Space Administration, NASA SP 284.) $4.00. @ 
NAS 1.21: 284 

Biological impact of a large-scale desalination plant at Key West. (Environ- 
mental Protection Agency, Water pollution control research series 18080 GBX 
12/71.) $1.25. @ EP 1.16 : 18080 GBX 12/71 
Birds imported into the United States in 1969. (Sport Fisheries and Wildlife 
Bureau, Special scientific reports: Wildlife 148.) $1.00. @ I 49.15/38 : 148 
Controlling the brown recluse spider, Loxosceles reclusa. (Agriculture Depart- 
ment, Leaflet 556.) 15c. @ A 1.35 : 556 
Controlling wasps. (Agriculture Department, Home and garden bulletin 122, 
revised 1972.) 10c. @ A1.77: 122/4 
Educating the disadvantaged child: Where we stand, annual report to the 
President and the Congress, 1972. (National Advisory Council on the Education 
of Disadvantaged Children.) 50c. @ Y 3.Ed 8/2: 1/972 
Eligible institutions guaranteed student loan program. (Education Office, 
DHEW publication (OE) 72-174.) $1.25. @ HE 5.2565 : 55059-72 
Evaluating college classroom teaching effectiveness. (Education Office, PREP 
report 34.) 45c. @ HE 5.89: 34 
Fluidized-bed incineration of selected carbonaceous industrial wastes. (Environ- 
mental Protection Agency, Water pollution control research series 12120 FYF 
03/72.) $1.00. @ HP 1.16 : 12120 FYF 03/72 
Foreign credits by the United States government, status of active foreign credits 
of the United States government and of international organizations, as of 
June 30, 1971. (Treasury Department.) $1.75. @ T 1.45: 971 
Gypsy moth, a major pest of trees. (Agriculture Department, Program aid PA- 
1006.) 10c. @ A 1.68 : 1006 
Health care strategies, recommended for action. (1971 White House Conference 
on Aging.) 35c. @ Y3.W 58/4: 2H 34/4 
Job placement and followup of secondary school vocational education students. 
(Education Office, PREP report 32.) 55c. @ HE 5.89 : 32 
Medical care in the USSR. (John E. Fogarty International Center for Advanced 
Study in the Health Sciences, DHHW publication (NIH) 72-60.) 50c. @ 

; HE 20.3702 : Un 3/8 
Mineral resources of the High Sierra Primitive Area, California. (Geological 
Survey, Bulletin 1871-A.) $1.00. @ 119.3: 1871-A 





IV GOVERNMENT PUBLICATIONS 


National Electrical Safety Code, part 1. Rules for the installation and main- 
tenance of electrical supply stations and equipment. (National Bureau of 
Standards, Handbook 110-1, June 1972.) 30c. @ C 13.11: 110-1 

Pay structure of the Federal Civil Service. (Civil Service Commission, Pamphlet 
SM 33-71, June 1971.) 55c. @ CS 1.48: SM 33-71 

Physical fitness program. (Secret Service.) 40c. @ T 34.8: P56 

Population and the American future, final report. (Population Growth and the 
American Future Uommission.) $1.75. @ Y 3.P 81: 1/972 

Poultry processing industry: A study of the impact of water pollution control 
costs. (Agriculture Department, Marketing research report 965.) 55c. @ 

A 1.82: 965 

Publications of the Maternal and Child Health Service. (Maternal and Child 
Health Service, DHEW publication (HSM) 72-5004.) 20c. @ 

HE 20.2759 : P 96/972 

Serving children with special needs. (Child Development Office, DHEW (OCD) 
72-42, Day care USA publication 8.) 75c. @ HE 21.11:8 

Should pregnant women use safety belts? (Community Environmental Manage- 
ment Bureau, DHEW publication (HSM) 72-10011, 1972.) 5c. @ 

HE 20.2852: P 91 

Study of infant mortality from linked records by birth weight, period of gesta- 
tion, and other variables, United States. (National Center for Heaith Statistics, 
Vital and health statistics series 20, number 12.) $1.00. @ HE 20.2210: 20/12 

Study of the problems facing Vietnam era veterans, on their readjustment to 
civilian life. (Senate, Veterans’ Affairs Committee, Committee print 7, Jan. 
1972.) $2.00. @ Y 4.V 64/4: V 67/2 

Third Federal Aircraft noise abatement plan, fiscal year 1971-72. (Transportation 
Department.) 75c. @ TD 1.16 : 971-72 

Treating cancer. (National Cancer Institute, DHEW publication (NIH) 72-210, 
revised 1972.) 30c. @ HE 20.3152: C 16/3 

Volunteer roles for older people and youth and age, recommended for action. 
(1971 White House Conference on Aging.) 30c. @ Y 3.W 58/4: 2R64 

Waste wool as a scavenger for mercury pollution in waters. (Environmental 
Protection Agency, Water pollution control research series 16080 HUB 04/72.) 
60c. @ EP 1.16: 16080 HUB 04/72 

World strength of the Communist party organizations, 24th annual report, 1972 
edition. (State Department, Publication 8658.) $1.25. @ S$ 1.111 : 972 





Contents 


Previews 

Abbreviations, Explanation 

General Information 

How To Order Publications 

New Classification Numbers__------- 

Discontinued Series 

Corrections for Previous Monthly 
Catalogs 

List of Government Authors___----~- 

Monthly Catalog 





Abbreviations 


addition, addendum, 

addenda. 

----. amendment, amend- 

ments. 
appendix, appendixes. 
book, books. 
chapter, chapters. 

_-_-. Congress. 

Department. 

document. 

facsimile, facsimiles. 

fiscal year. 

Greenwich hour angle. 

House. 

House concurrent reso- 

lution. 

House document. 

House executive docu- 
ment. 

| re _.. House joint resolution. 

_) - House of Representa- 

tives, House bill. 

. House resolution. 
House report. 
illustration, 

tions. 
inch, inches. 
latitude. 
longitude. 
mile. 


ee. TR en 


H. doe 
H. ex. doc_-_- 


illustra- 


long 
m.....- - 





no date. 
no place. 
number, numbers, 
page, pages. 
pages of plates. 
Se paragraph, 
graphs. 
plate, plates. 
She ae --.... portrait, portraits. 
part, parts. 
report. 
Senate, Senate bill. 
Senate concurrent reso- 
lution. 
Senate document. 
Senate executive docu- 
ment. 
Senate executive 
port. 
¢ 5 See Senate joint resolution. 
oo Senate resolution. 
Sees Senate report. 
a ee _.--. section, sections. 
| Re session, sessions. 
Stat. L______------ Statutes at large. 
supplement. 
table, tables. 
Treasury. 
volume, volumes. 
versus. 


para- 


Fe- 


Common abbreviations for the names of States, months, ete., are also used, 
An explanation of the symbols used to designate sizes of publications is given on the 


inside of the front cover. 


Explanation 


The individual issuing department, bureau, office, or agency is considered the 


publisher of Government publications. 


Words and figures enclosed in brackets [ 


] in titles are given for information, 


put do not appear on the title pages of the publications cataloged. Place and 
printer are not given for publications printed at the United States Government 
Printing Office, Washington, D.C., or at Government departmental and field print- 
ing plants. The dates given with Senate and House documents and reports are 
the dates on which they were ordered to be printed. Usually the printing promptly 
follows the ordering, tut various causes sometimes make delays. 

Under provisions of the Printing Act of January 12, 1895, all Government publi- 
cations, except administrative and confidential (or restricted), are entered in the 
Monthly Catalog. 

The L.C. card number appended to some of the entries is for those libraries 
ordering printed cards from the Library of Congress. The number at the extreme 
right of an entry indicates the classification of the publication in the Office of the 
Superintendent of Documents, 


vi 





General Information 


The Superintendent of Documents, Government Printing Office, Washington, 
D.C., is authorized by law to sell copies of Government publications and to allow 
a discount of 25 percent to book dealers and also to quantity purchasers of 100 
or more copies of a single publication going to one address, on condition that 
they will adhere to the public sales price set by the Superintendent of Docu- 
ments and that publications shall not be overprinted with any advertising matter. 

Publications cannot be supplied free to individuals nor forwarded in advance 
of payment. 

PRICE LIST 


There is no general price list of public documents, but numerous lists have 
been prepared on special subjects and any of these will be furnished free, on 
application, by subject or subjects concerning which information is desired. It 
will also be noted that current publications which are for sale are listed in this 
catalog. 

LIST OF SELECTED PUBLICATIONS 


In addition to the price lists, the Documents Office issues a biweekly list of 
Selected United States Government publications for sale by the Superintendent 
of Documents. Each list contains annotations and prices, and may be obtained 
free upon application to the Superintendent of Documents. 


CONGRESSIONAL BILLS, DOCUMENTS, AND REPORTS 


More than 12,000 different bills are usually introduced during a Congress, and 
there are additional prints on many during the progress of the legislation. With 
the exception of a very few—such as revenue bills—the demand is an unknown 
quantity and on most of them we receive no orders, which makes it impossible to 
print a sales supply. It may be that a copy could be obtained from your 
Congressman. 

A difficult problem is also presented in providing a supply of Congressional 
documents, hearings, and reports because there are approximately 6,000 of this 
class of publications issued during a Congress. Sales copies of a few of the more 
important ones are printed. The availability of those not for sale is indicated 
in the individual entries. 

vir 





HOW TO ORDER PUBLICATIONS 


Publications entered in this catalog that are for sale by the Superintendent of 
Documents are indicated by an asterisk (*) preceding the price. Those for sale 
by the National Technical Information Service are indicated by a farad (#) 
preceding the price. A black dot (@) indicates that the publication has been, 
or will be, sent to depository libraries. A dagger (+) indicates that application 
should be made to the department, bureau, or agency issuing the document. A 
double dagger (ft) indicates that the document is printed for official use and 
is not obtainable. When additional information concerning the method of 
procuring a document seems necessary, it will be found under the name of the 
bureau by which it was published. 

In ordering a publication from the Superintendent of Documents, give the 
name of the publishing department, bureau, or agency, the title, the classification 
number which is added to the entry at the extreme right, and the stock number 
(if given following the price). Order Congressional documents and reports by 
the title, together with the document or report number and the Congress, e.g., 
H. Doc. 108, 88th Congress. 

Do not use the L.C. card number in ordering a publication from the Super- 


intendent of Documents. 
HOW TO REMIT 


Remittances for documents marked with an asterisk (*) should be made to the 
Superintendent of Documents, U.S. Government Printing Office, Washington, 
DC 20402, by coupon, postal money order, express order, or check. Publications 
cannot be mailed in advance of receipt of remittance. Foreign remittances should 
be made by international money order, or draft on an American bank. 

Foreign money, defaced or smooth coins, will not be accepted. Do not send 
postage stamps. 

For the convenience of the general public, coupons in denomination of 5¢ 
that are good until used in exchange for Government publications sold by the 
Superintendent of Documents, may be purchased from this office. Address the 
order to Superintendent of Documents, Government Printing Office, Washington, 
DC 20402. 

Persons who make frequent purchases from the Superintendent of Documents 
may find a deposit account convenient. Deposits of $25.00 or more are accepted 
against which orders may be placed without making individual remittances or 
first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the 
publications supplied, explanations regarding those not sent, the amount of 
charge. and the balance on deposit. 

No charge is made for postage on documents forwarded to points in United 
States and its possessions, or to Canada, Cuba, Mexico, and certain Central and 
South American countries. To other countries the regular rate of postage is 
charged, and remittances must cover such postage. In computing foreign postage, 
add one-fourth of the price of the publication. 


LIBRARY CLASSIFICATION IN DOCUMENTS OFFICE 


The classification given at the right of entries for departmental publications is 
that used in the Library of the Public Documents Department. The shilling mark 
(/) separates what ordinarily would be superior or inferior numbers or letters. 
It is not practicable to print these numbers or letters as superiors or inferiors in 
the Monthly Catalog. 
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New Classification Numbers 


A 100.10: nos. 





© 55.117: v.nos. 





C 55.121: nos 
C 55.417: nos. 





© 55.612/2: date 


C 56.210: nos 
C 56.215/2: nos 
C 56.232: 


C 56.233: 
C 56.235: 
C 56.236: 
D 1038.59: 








I 28.45/4: date 
L 36.10: nos 





NAS 1.7/3: date 
S 18.42: nos_ 





TD 1.25: v.nos.& nos 


Foreign Beonomic Development Service. 
FEDS staff papers (numbered). 
National Weather Service. 


Daily river stages. 
Norrt.—See, for earlier class, C 30.24:(v. nos.). 
Training papers (numbered). 
National Ocean Survey. 
Abstracts of earthquake reports for United 
States, MSA—(series). 

NoTrE.—See, for earlier class, C 4.42:(nos.). See, 
for later class, C 55.223:(nos.). See Entry 2077 in 
February 1972 Monthly Catalog. 

Environmental Research Laboratories. 
Collected reprints of Wave Propagation Labo- 
ratory. 
Census Bureau. 
U.S. foreign trade FT—(series). 
Notge.—See, for earlier class, C 3.164 :(nos.). 
Technical papers. 
Nore.—See, for earlier class, C 3.212:(nos.). 
U.S. commodity exports and imports as related 
to output, series ES 2. 
Note.—See, for earlier class, C 3.229:(nos.). 
County business patterns, CBP—(series). 
Note.—See, for earlier class, C 3.204:(nos.). 
Census tract papers, GE—40 (series). 
Notr.—See, for earlier class, C 3.227/2:(nos.). 
Census of mineral industries: Publications. 
Engineers Corps (Army). 
U.S. Army Engineer District, Los Angeles: 
Reports (numbered). 
Water Quality Office. 
Pacific Northwest Water Laboratory: Quar- 


terly progress repost. 
NotTe.—See, for later class, EP 1.19 (Gate). See 
Entry 2923 in February 1972 Monthly Catalog. 


Health Manpower Education Bureau. 

YOU-IN, youth opportunities unlimited in 
nursing. 

John BE. Fogarty International Center for 
Advanced Study in the Health Sciences. 

National Institutes of Health international 
awards for biomedical research and research 
training, fiscal year. 

Interior Department. 

Towards improved health and safety for 
America’s coal miners, annual report of Sec- 
retary of Interior. 

Mines Bureau. 
Fuel oils by sulfur content, monthly. 
Employment Standards Administration. 


Labor law series. 
Notr.—See, for earlier class, L 16.50/2:(nos.). 


National Aeronautics and Space Administration. 
Aeronautics update. 
International Development Agency. 
AID-OST (series). 
Transportation Department. 
Transportation topics for consumers, from 
Office of Consumer Affairs (quarterly). 


be ¢ 





GOVERNMENT PUBLICATIONS 


Discontinued Series 


Health, Education, and Welfare Department. 


HE 1.31: nos Grants administration report (irregular). 
Notpr.—Discontinued with no. 9, date Apr. 1971. 





Corrections for Previous Monthly Catalogs 


June 1971. Entry 10049, Jefferson National Expansion Memorial, national historic 
site, St. Louis, Mo. Correct class to read I 29.21: J 35/6/971. 

Aug. 1971. Entry 12047, Guide and resources for community coordinated child 
care programs. Correct class to read HE 21.8: C 73. 

Apr. 1972. Entry 5648A, Policy aspects of foreign investment by U.S. multina- 
tional corporations. Correct class to read C 42.2: P 75/2. 

Entry 6144, Laboratory procedures analysis for wastewater treatment opera- 
tors. Correct class to read EP 2.8: W 28. 

May 1972. Entry 7404, Flat glass and tempered glass. Correct class to read 
TC 1.2: G 46/9/972. 

June 1972. Entry 7765, Federal Advisory Council on Regional Economic Develop- 
ment, ninth meeting. Add @ Item 128 at end of entry. 

Entry 8067, Electric and electronic bases, holders, and supports. Correct 
class to read D 7.6/4: El 2/13/ch. 1. 

Entry 8172, Flood plain information: Monongahela River, Monessen and 
Rostraver Township, Westmoreland County, Pa. Correct class to read 
D 103.47: M 74. 

—— Entry 8459, Application of modern technologies to international develop- 
ment. Correct class to read S 18.42 : 72-2. 





List of Government Authors 


Beginning 
entry 


Advisory Commission on Intergovernmental Relations__._..____._.__-__-_ 10887 
Agriculture Department 10398 
Agricultural Marketing Service 10888 
Agricultural Research Service 10390 
Agricultural Stabilization and Conservation Service 10896 
Commodity Credit Corporation 10673 
Consumer and Marketing Service 10928 
Economic Research Service 10971 
Export Marketing Service 11026 
Foreign Agricultural Service 11063 
Foreign Economic Development Service 11065 
Forest Service 
Rural Electrification Administration 

Soil Conservation Service 

Statistical Reporting Service 

Atomic Energy Commission__ 
Canal Zone Government 
Civil Aeronautics Board 
Civil Service Commission 
Commerce Department 

Domestic Commerce Bureau 

Economic Development Administration 

International Commerce Bureau 

Maritime Administration_ 

National Bureau of Standards. 

National Oceanic and Atmospheric Administration 
Environmental Research Laboratories 
National Marine Fisheries Service 
National Ocean Survey 
National Oceanoz:~aphic Instrumentation Center. 
National Weather Service. 

Social and Economic Statistics Administration 
Census Bureau 
Eeonomic Analysis Bureau 

Congress 

Economic Joint Committee 

House of Representatives 
Agriculture Committee 
Appropriations Committee 
Armed Services Committee 
Banking and Currency Committee 
District of Columbia Committee. 














































































































XII GOVERNMENT PUBLICATIONS 


Congress—Continued , 
ss J Beginning 
House of Representatives—Continued entry 
Education and Labor Committee 
Foreign Affairs Committee 
House Administration Committee__ 
Interior and Insular Affairs Committee 
Interstate and Foreign Commerce Committee___ 
Judiciary Committee 
Merchant Marine and Fisheries Committee 
Post Office and Civil Service Committee__ 
Ways and Means Committee 
Reduction of Federal Expenditures Joint Committee 
Senate 
Aging, Speciai Committee on 
Appropriations Committee_________---__-_ 
Armed Services Committee 
Banking, Housing, and Urban Affairs Committee 
Commerce Committee 
District of Columbia Committee 
Finance Committee 
Foreign Relations Committee 
Government Operations Committee 
Interior and Insular Affairs Committee 
Judiciary Committee 
Labor and Public Welfare Committee___..___._________-----~_- 10916 
Nutrition and Human Needs, Select Committee on 10921 
Post Office and Civil Service Committee 
Public Works Committee 
Veterans Affairs Committee 10925 
Construction Industry Collective Bargaining Commission 10927 
Defense Department 
Air Force Department 
eee RT AAA LS 10420 
Army Department 
Army Medical Department 
Civil Defense Office___ 
Defense Civil Preparedness Agency 
Engineers Corps 
Joint Chiefs of Staff 
Defense Communications Agency 
Navy Department 
Medicine and Surgery Bureau 
Naval Operations Office 
Naval Oceanographic Office 
Naval Personnel Bureau 
Naval Research Office 
Naval Training Support Command 
Environmental Protection Agency 
Air Programs Office__- 
Federal Communications Commission 
Federal Deposit Insurance Corporation__ 
Federal Maritime Commission 
Federal Power Commission 
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Federal Reserve System Board of Governors 11061 
General Accounting Office 11107 
General Services Administration 
Federal Supply Service. = 
National Archives and Records Service 
Federal Register Office__ 11089 
Health, Education, and Welfare Department 
Education Office 10974 
Public Health Service 
Food and Drug Administration_ 11061 
Health Services and Mental Health Administration 11142 
Center for Disease Control 10646 
Community Health Service 10674 
National Center for Health Services Research and 
Development 11332 
National Center for Health Statistics 11333 
National Institute of Mental Health 11347 
Regional Medical Programs Service 11395 
National Clearinghouse for Smoking and Health 11340 
National Institutes of Health 
Health Manpower Education Bureau_-__-_ - 11138 
John E. Fogarty International Center for Advanced Study in 
the Health Sciences 11182 
National institute of Allergy and Infectious Diseases 11346 
National Institute of Neurological Diseases and Stroke. 11351 
Social and Rehabilitation Service 
Medical Services Administration 11242 
National Center for Social Statistics.__._....c.tctt..__._--- 11338 
Rehabilitation Services Administration 11397 
Social Security Administration____ 11405 
Housing and Urban Development Department 11143 
Federal Housing Administration 11034 
Interagency Land Acquisition Conference 11158 
Interior Department ae 11159 
Coal Research Office 10660 
Fish and Wildlife Service 
Sport Fisheries and Wildlife Bureau 
Geological Survey 
Land Management Bureau 
Mines Bureau 
National Park Service 
Oil and Gas Office 
Reclamation Bureau___ 
Joint Publications Research Service 
Justice Department 
Immigration and Naturalization Service 
Narcotics and Dangerous Drugs Bureau 
Labor Department 
Bmployment Standards Administration 
Wage and Hour Division 
Women’s Bureau 
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ADVISORY COMMISSION ON INTERGOVERNMENTAL RELATIONS 
Washington, DC 20575 


10387 Multistate regionalism, Commission report. Apr. 1972. vii+-[6]+-271 p. il. 4° 
(A-39.) * Paper, $2.00 (S/N 5204-0041). @ Item 1049-D 
L.C. card 72-601955 Y3.Ad9/8:2M91 


AGRICULTURAL MARKETING SERVICE, Agriculture Dept. 
Washington, DC 20250 


Nots.—See also Consumer and Marketing Service. The name of Consumer and 
> ame Service was changed to Agricultural Marketing Service, effective April 2, 


10388 Light air-cured tobacco market review, pt. 1, type 31, Burley, 1971 crop 
(1971-72 season.) June 1972. 35 p. il. 4° (Tobacco Division; TOB-— 
LA-16, pt.1.) + @ Item 24-D A 88.34/5 : 971-72/pt.1 


PMG (series). 


10389 27. Fourth quarter 1972 broiler marketing guide. [June 1972.] 7 p. +. t 
18-D A 98.2078: 7 


AGRICULTURAL RESEARCH SERVICE, Agriculture Dept. 
Washington, DC 20250 


ARS (series). f A 77.15 : (nos.) 


10390 52-71. Feasibility of exporting watermelons to meget i (by Lawrence A. Risse 
and Russell H. Hinds, jr.]. Mar. 1972. lii+1 ae 
10391 52-73. Remeene egg breakage in mechanized 6 pr +. A packing lines; [by 
L. Shupe and others]. June 19724 frien il. 4° (Transportation 
pat Facilities Research Division. ) 
10392 73-72. ss om 21st National Potato Utilization Conference, » Paewe N.D., 
July 29, 1971 [articles with list of references; prepared at Hastern 
Marketing and Nutrition Research Division]. Jan. 1972. 1i+ 90 p. il. 4° 
(EMN publ. 3577.) [Text on p. 2 of cover.] 
10393 74-60. 11th Technical Alfalfa Conference pe XS ry July 29 ec 30, 1971, 
Albany, Calif. [with lists of literature elt 3 yeas epared estern 
Regional Research Laboratory, Berkeley, cat)" an. 1972. pale title, 
i Li Ama p. il. 4° (Western Marketing and Nutrition Research 


Index-catalogue of medical and veterinary zoology ; supp. 18, pt. 4, Parasite- 
subject catalogue, parasites, Nematoda and Acanthocephala ; by Margie 
D. Kirby [and others]. Feb. 1972. iii+352 p. 4° (National Animal 
Parasite Laboratory, Veterinary Sciences Research Division.) * Paper, 
$2.50 (S/N 0111-0087). ©@ Item 81 A 77.219/2: 18/pt4 


[This entry number not used] 


AGRICULTURAL STABILIZATION AND CONSERVATION SERVICE 
Agriculture Dept., Washington, DC 20250 


ASOS background information BI (series). + A 82.82: (nos. ) 
10896 8. [Acquisition and by ony of farm commodities by CCC.] Apr. 1972. 12 p. 4° 


4. ews urchase, and payment programs, legislative 
ean wae es. May 1972. 21 . - 


#For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries Page 1 





GOVERNMENT PUBLICATIONS 


AGRICULTURE DEPARTMENT 
Washington, DC 20250 


Notpn.—Requests to the Department of Agriculture for publications should include 
the USDA number if given in the entry. 


10398 Address by Secretary of Agriculture Earl L. Butz at Georgia Agricultural 
Stabilization and Conservation Service conference, Atlanta, Ga., Mar. 31, 
1972. 1972.10 p. 4° (6679; USDA 1125-72.) + A 1.40: B 98/55 


10399 Address by Secretary of Agriculture Earl L. Butz, before Texas and South- 
west Cattle Raisers Association, Houston, Tex. Mar. 14, 1972. 1972. 
11 p. 4° (USDA 891-72.) + A 1.40: B 98/56 
10400 Address by Secretary of Agriculture Earl L. Butz before U.S. Jaycees out- 
standing young farmers awards dinner, Sioux Falls, S.D., Mar. 5, 1972. 
1972.8 p. 4° (6405; USDA 782-72.) + A 1.40: B 98/54 


Farmers’ bulletin. 
10401 2251. Raising geese; [prepared by Animal Science Research Division, Agricul- 
tural Research Service]. [Apr. 1972.] [2]+14 p. il. [Supersedes Farmers’ 
Bulletin 767, “Goose Raising.”] * Paper, 10c. (S/N 0100-1584). 
Item 9 A 1.9: 2251 


Leaflet. 
10402 544. Protecting honey bees from pesticides. [Revised June 1972.] [1972.] 6 p. il. 
({Entomology Research Division, Agricultural Research Service.]) 
* Paper, 10c. @ Item 12 A 1.35 : 544/3 


Marketing research reports. @ Item 13-B A 1.82:(nos.) 

10403 936. Quality sorting of red delicious apples by light transmission [with list of 
literature cited] ; by Barbara B. Aulenbach, John N. Yeatman, and John T. 
Worthington. [May 1972.] [2]+21 p. il. 4° (Market Quality Research 
Division, Agricultural Research Service.) * Paper, 20c. (S/N 0106-1521). 

10404 3. Freight car supply and car rental policies [with list of literature cited; by 
Patrick P. Boles]. [Apr. 1972.] vi+28 p. il. 4° ({Marketing Economics 
Division], Economic Research Service.) ¢ 

10405 . Homemakers’ opinions about fibers in selected household items, nationwide 
survey. [June 1972.] cover title, vi+96 p. 4° (Statistical Reporting 
Service.) f 
L.C, card 72—601997 

10406 59. Out-of-market bulk milk shipment charges for selected Federal order markets ; 
by Herbert H. Moede. [May 1972.] iv+15 p. 4° (Economic Research 
Service.) 

10407 . Organization and practices of selected terminal wholesale flower markets in 
the West; [by Richard Hall]. [June 1972.] vi+19 p. 4° ([Marketing 
Economics Division, Economic Research Service.)] + 

10408 . Cotton gin operating costs in West Texas, 1970-71; [by Dale L. Shaw and 
Charles A. Wilmot]. [June 1972.] ii+8 p. 4° (Marketing Economics 
Division.) + 

10409 . Interindustry analysis of grain production and processing, implications of 
expanding markets [with list of selected references; by Edward H. Glade, 
jr., and Whitman M. Chandler, jr.] [June 1972.] iv+53 p. 4° (Economic 
Research Service.) [Abstract on p. 2 of cover. Page 53 is printed on p. 3 
of cover. ] 


Miscellaneous publications. @ Item 13-A A 1.38: (nos.) 
10410 1206. Water rights laws in 19 western States, v. 1; by Wells A. Hutchins [and] 
completed by Harold H. Ellis and Peter DeBraal. [1971 ; published ena 
xxx+[1]+650 p. (Natural Resources Economics Division, Hconomic 
Research Service.) * Cloth, $4.00. 
L.C. ecard 76—611995 
10411 1223. Breeding chute for beef cattle. Apr. 1972. [2] p. il. 4e (Cooperative farm 
building plan exchange; plan 6103; Agricultural Engineering Research 
ea Agricultural Research Service.]) * Paper, 5c. (S/N 0100— 


PA [Program aid] (series). + @ Item 14-A A 1.68 : (nos.) 


799. Loans for resource conservation and development [Slightly revised Apr. 
1972.] [1972.] [4] p. il. narrow 8° (Farmers Home Administration.) 


994. Know your Agricultural Research Service. [Apr. 1972.] [1]+13 p. iL. 
narrow 8° (Agricultural Research Service.) 
Picture stories. + A 1.100: (nos. ) 
10414 254. Out of ashes of tragic fire, new children’s forest is born. May 1972. [2] p. il. 
4° (0472B639-1.) (Forest Service.) 
10415 255. a May 1972. [4] p. il. 4° (Animal and Plant Health Inspection 
ervice. ) 
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10416 Remarks by Secretary of Agriculture Earl Butz before American Farm 
Bureau Federation, Dec. 6, 1971, Chicago, Ill. 7 p. 4° (USDA 
4049-71.) +f A 1.40: B 98/53 


10417 Remarks of Assistant Secretary of Agriculture Clarence D. Palmby at 
annual meeting of Minnesota Livestock Breeders’ Association, Waseca, 

Minn., Mar. 11, 1972. 1972.10 p. 4° (6478; USDA 871-72.) 7 
A1.40:P18/7 


Statistical bulletins. @ Item 15 A 1.34: (nos. ) 
10418 486. Fresh fruit and vegetable prices, 1971, wholesale, Chicago and New York 
City, auction Chicago and New York City, F.O.B. leading mipoing points ; 
[prepared by Market News Branch] Agricultural Marketing Service, Fruit 

and Vegetable Division. May 1972. 39 p. 4° * Paper, 35c. 
10419 488. Federal milk order market statistics, annual summary for 1971. [June 1972.] 
119 p. il. 4° (Agricultural Marketing Service, Dairy Division.) * Paper, 


AIR FORCE ACADEMY, Colo., Defense Dept. 
United States Air Force Academy, CO 80840 


10420 United States Air Force Academy catalog, 1972-73 [no. 17]. [May 1972.] 
160 p. il. 4° + Director of Admissions and Registrar, United States Air 
Foree Academy, CO 80840 @ Item 425-A D 305.8 : 972-73 


AIR FORCE DEPARTMENT, Defense Dept. 
Washington, DC 20330 


Air Force Human Resources Laboratory: [Technical report] AFHRL-TR 
(series). (Air Force Systems Command, Brooks Air Force Base, Tex.) tf 
D 301.45/27: ag 


71-32. Use of confidence testing in objective tests very list of references] ; 
Gary J. Echternacht. July 1971. vii +11+ [2 ) 4° [Prepared 
Educational! Testing Service under contract WG 9—70—C-0044 ; i by 
ect 1121, task 112103, work unit 112103003. ] 

71-33. Evaluation of feasibility of confidence testing J, diagnostic aid in technical 
training [ with list of references] ; by Gary J. Echternacht [and others]. 
July 1971. ix+127+ [2] p. il. 4° [Prepared under contract F41609— 
70-C-0044 for Technical Training Division, Lowry Air Force Base, 
Colo. : project 1121, task 112103, work unit 112103003. ] 

71-37. Evaluating experimental audio-visual module programmed to teach basic 
anatomical and physiological | systems [with list of references]; by 
Pat-Anthony Federico. viii+2 5+[2] p. 4° [Prepared for Technical 
Training Division, Lowry Air Force Base, Colo.; project 1121, task 
112101, work unit 112101002. ] 


Air Force manual AFM (series). D 301.7 : (nos. ) 
39-1. Enlisted personnel: Airman classification manual, v. 1, Change 9, June 2, 
1972 [effective July 1, 1972]. [300] p. il. 4° [Issued with perforations. 
Supersedes AFM, vy. 1 and 2, Dec. 29, 1969 we § 
See Defense Department, Defense Supply Agency handbook, DSAH 4215.2. 
. See Defense Department, Defense Supply Agency handbook, DSAH 4215.4. 
. See Defense Department, Defense Supply Agency handbook, DSAH 4215.24. 
. See Defense Department, Defense Supply Agency handbook, DSAH 4215.46. 


PAGAF [Pacific Air Forces] basic bibliographies for base libraries. 
+CINCPACAF (DPSR)/Director, PACAF Libraries, APO San 
Francisco, 96553 
Architecture, building and engineering, supp. 1; prepared by Gerald R. Erickson. 


—_ 15, 1972. [1]+iv+59 p. 4° hGupphemants basic biblio lography. Mar. 16, 

1970.] Ar 2/972 
Okinawa; prepared by Nathalie G. McMahon. [1972.] [1]+v+ me) p. 4° 

sedes Okinawa section of Japan and Okinawa bibliography, Dec. 1, and 

Supp. 1, Dec. 1, 1970.] D 301.62 : Ok 3 


AIR PROGRAMS OFFICE, Environmental Protection Agency 
Rockville, MD 20852 


Air Programs Office publication AP (series). 
30. Optical properties and visual effects of page stack plumes [with list of 
references; by] William D. Conner [and] J. Raymond Hodkinson. Revised 
May 1972. [1972.] vii+89 p. il. [Report tb cooperative study by Edison 
Electric Institute and National Center for Air Pollution Control, Public 
Health Service.] * Paper, 45¢c. (S/N 5503-0037). @ Item ae ae 
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AIR TRAFFIC SERVICE, Transportation Dept. 
Washington, DC 20553 


10432 Air traffic training handbook, Change 1. Apr. 5, 1972. [26] p. 4° (3120.40 
CHG 1.) [Issued with perforations. Effective date July 1, 1972. Cancella- 
tion date Oct. 1, 1972.] ¢ @ Item 431-D-1 TD 4.308: Ai7/971/ch.1 


10433 Contractions [handbook], Change 2. Apr. 18, 1972. [60] p. 4° (7340.1C 
CHG 2.) [Issued in looseleaf form. Effective date July 1, 1972. Cancella- 
tion date Jan. 1, 1973.] * Paper, $3.75 (including basic handbook and 
supplementary material for an indefinite period) ; $1.00 additional for 
foreign mailing. @ Item 431-D-1 TD 4.308 : C 76/972/ch.2 


ARMY DEPARTMENT, Defense Dept. 
Washington, DC 20310 


AMC pamphlet. (Army Materiel Command. ) 
10434 706-121. Segeoeins design handbook: Packaging and pack engineering [with 
sts of references and bibliographies]. Mar. 1972. oe title, [391] 


il. 4° [Issued with perforations.] t @ Item 
D 101.22/3: 706-121 


USAAMRDL technical report. (Eustis Directorate, U.S. Army Air Mobility 
Research and Development Laboratory, Fort Eustis, Va.) t 
D 117.8/2: (nos.) 


71-18B. Helicopter development Thy yy ~ requirements: v. 1, Study param- 
eters a by R. Aronson. Feb. 1972. [1] + viii+ 20+ 
[2] p. il. 4° [Report D 210—-10207-2; task 1F162202A14301; con- 
tract DAAJ02-7 E088, Prepared by Boeing Company, Vertol Divi- 
sion, Philadelphia, P +) 

Advanced technology V/STOL pr pen Me eoteetiee system MOT tthe 
i list of literature Beng F : arholak. Jan. 1972. [1]+ 

62+([2] p. il. 4° [Ti 1e18es0sbiasis: contract DAAJO02-70-- 
030. Prepared by Hamilton Standard, Division of United Aircraft 
Corporation, Windsor Locks, Conn. ] 

Experimental investigation of high speed egy drag [with yet of 
references cited] ; by James C. Linville. Feb. 1972. [1] +xv+ 200+ (2) 
= = [Task 1F162203AA4102 ; aauae ‘DAAJO2-70-C-0 tdi ; 
Fhe ae b; ane Aircraft Corporation, Sikorsky Aircraft Division, 

ratfor 

Regenerative engine powered aircraft design study [with list of litera- 

— a j.by Richa ard D. Semple. Jan. 1972, PER ew a gd Ob 
Pp. 1G162203D14415 ; contract DAAJ02— —0061. Pre- 
Pared by tame. Company, Vertoi Division, Boeing way Philadel- 


phia, 

poign, fabrication, and testing of ay bp armored crash-worthy crew 
seat [with list of literature rieal, grantey P. Desjardins, Harold 
D. Harrison. Jan. 1972. [1] —— > i 4° [Report Dynamic 
Science 1680-71-24 ; project 1 16220245 9; Stents DAAJ02—69-—C_— 
0030. Prepared by Dy namic Science Engineering Operations, Division 
of Marshall Industries, Phoenix, Arizona. ] 

Investigation of quantitative applicability of model helicopter ong | =o 

atterns obtained from water ae {with list cA ee a ed) 5 

y Anton J. Landgrebe, Diton D. Bellinger. Dec. oe avid 3 
. i. 4° [UARL K910917- 23; task {10890414280 contract 
wom ty at teeter Mi apace by United Aircraft Corporation Re- 
search Laboratories artford, Conn.] 

Material nonlinearity effects in optimization considerations of stiffened 
cylinders and interpretation of test data scatter for compressive 
oa pw list of literature wy tk ; by J. Mayers Swe * Meller. 
Mar. 1972. Aye ueede p. 4° [Contract DAAJ02-70-C-— 
0075, task 1 A33F02. ai by Department of Speman 
and lecncanelien, Gtanterd University, Stanford, Calif.] 

Evaluation of an advanced veal: be Gene be od =—" ter rotors 
tee utheb 1972 coves fitie tt 2] p. il. ¥o [Prepe 4 
owden. cover le p. par 

Westin tee 7 cover title, [4 by Bell fj2i pa Company, Fort 


Helicopter — ment reliability test requirements ; by L. R. Burreeghe, 
tolper, R. Hawkins. Feb. 1972. cover title, xix-+ 220+ [ 2] p. 
Prepared under contract DAAJ02— 2-70—-C—0040, by Sikorsky Aircraft, 
Vision of United Aircraft Corporation, Stratford, Conn. ] 
Investigation of rbox design modifications for reducing helicopter 
box noise ioe list of literature cited]; by Robert H. Badgley 


and] Thomas Chiang. Mar. 1972. Gy y rd [2] p. il. 4° [Task 
1G162207A4A7201, contract DAAJ02— 0035. Prepared by Mechani- 
cal Technical Incorporated, Latham, N.  & 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
tOfficial Use. Not Available 





Avaust 1972 


10445 72-14. Dene of mae by > 4 Pe for gears, sae) report [with list of 
tht Tse Te r [and] L. Leon: May 1972. 


wan 4 pe, th k ask 1G162203D14414, contract 
ae, by ranklin Institute Research Labora 
ae. (Pniadelphia, Pa.] 


ARMY MEDICAL DEPARTMENT, Defense Dept. 
Washington, DC 20310 


10446 Chemotherapy of protozoan diseases: v. 3, sec. 4-5 [with lists of refer- 
ences]; by Edgar A. Steck. [1972.] [566] p. (Division of Medicinal 
Chemistry, Walter Reed Army Institute of Research.) + @ Item 
351-A D 104.2: P 94/v.3/sec.4-5 


10447 —__y, 4, Appendices, addendum [with list of references]; by Edgar A. 
Steck. [1972.] [112]+A 68+118 p. 4° (Division of Medicinal Chemis- 

try, Walter Reed Army Institute of Research.) + @ Item 351-A 
D 104.2: P 94/v.4 


10448 ).8. Army clinical clerkship program, medicine-surgery, preventive medi- 
cine, pathology, research. [1972.] cover title, 16 p. il. 4° [Illustrations 
are colored.] { @ Item 351-A D 104.2: C61 


ATOMIC ENERGY COMMISSION 
Washington, DC 20545 


AEC research and development report. 
10449  #TID—25876. CAMAC organization of multi-crate system, endorsed by AEC Com- 
mittee on Nuclear Instrument Modules. Mar. 1972. cover title, 
vi+42 p. il. 4° * Paper, 60c. @ Item 1051-C 
Y 3.At 7 : 22/TID—25876 
10450 Annual report to Congress of Atomic Energy Commission for 1971. Jan. 
1972. xii+249 p. il. [Also issued as S. doc. 59, 92d Cong., 2d sess.] 
@ Item 1053 Y¥ 3.At 7: 1/971 
Nots.—The annual report is sold by Superintendent of Documents at $1.50, 
under title, Major activities in atomic energy programs, for which see below. 


10451 Major activities in atomic energy programs, Jan.—Dec. 1971. Jan. 1972. 
xii+249 p. il. [Text same as Annual report of Atomic Energy Commis- 

sion, for which see above.] * Paper, $1.50 (S/N 5210-0285). 
Y3.At 7: 2 P 94/2/971 


AVIATION MEDICINE OFFICE, Transportation Dept. 
Washington, DC 20553 


FAA-AM (series). TD 4.210 : (nos.) 

10452 72-1. Index to FAA Office of Aviation Medicine reports, 1961-71; [by] J. Robert 
Dille [and] Marcia H. Grimm. Mar. 1972. cover title, [5]+24+ [1] 
p. il. 4° & Paper, $3.00. 

10453 72-4. Effects of alcohol on pilot performance during instrument flight [with 
bibliography ; by] Charles BH. Billings [and others]. [Research conducted 
under contract FA68AC-—6089-2, project RF-—2626.] Jan. 1972. cover 
title, [3] +iii+74+ [2] p. il. 4° % Paper, $3.00. 

10454 72-13. Attrition from active airman status during 1970 [with list of references ; 
by] Charles F. Booze, Jr. Mar. 1972. cover title, [3]-+23+ [1] p. 4° 
# Paper, $3.00. 


CANAL ZONE GOVERNMENT 
Washington, DC 20004 


10455 Panama Canal review [official Panama Canal publication: Willie K. Friar 
and Thomas A. Cupas, publications’ editors.] Spring 1972. cover title, 
2-31 p. il. 4° [Semiannual. Colored illustrations on p. 1 and 4 of cover.] 
¢ Paper, $1.00 a yr., airmail $2.00 a yr., back issues (regular mail) 50c 
each, (Panama Canal Co., Box M, Balboa Heights, CZ.) CZ1.8:972/1 
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CENSUS BUREAU, Commerce Dept. 
Suitland, MD 20233 


10456 Alphabetical index of mineral products, 1972 census of mineral industries; 
prepared by William Cooper. [1972.] [1]+24 p.4° (MC 72-4.) 
C 56.236 : P 94/972 


1969 census of agriculture: v. 1, Area reports. ([Agriculture Division.]) 
L.C. card 72-600847 C 56.227 : 969/v.1/pt. (nos. ) /sec. (nos. ) 


10457 pt. 7. ~~ 50. on. 3 2, Be. 4 data. [May 1972.] vi+464 p. il. 4° * Paper, 
‘ em 

10458 _— ptt. 10. . 1, Summary data. Pha 1972.] xi+3815+14+427 il, 4° 
* Paper, $2.75. @ Item 152- ™ 

10459 pt. 13. Michigan: sec. 1, Summary an Tee 1972.] xi+329+-14+427 p. il. 4° 
* Paper, $3.00. @ item 152—A-6 

10460 pt.15. Minnesota: sec. 1, Summary data. 2 aw 1972.] xi+-299+14+27 p. il. 4° 
* Paper, $2.75. @ Item 152—A-8 

10461 pt. 17. Missouri: sec. 2, County data, Adair Co.-Lewis Co. [May 1972.] vi+456 
p.il.4° * Paper, $3.50. - Item 152—A-10 

10462 pt.17. Missouri: sec. 2, County data, Lincoln Co.-Wright Co. [May 1972.] [464] 

p.il.4° * Paper, $3.50. @ Item 152—A-10 

10463 pt. 18. North Dakota: sec. 1, Summary data. [May 1972.] xi+289+14+27 p. il. 
4° * Paper, $2.50 @ Item 152—A-1 

10464 pt. 18. North Dakota: sec. 2, County data. [May 1972.] vi+432 p. il. 4° * Paper, 
$3.25. @ Item 152—A-11 

10465 pt. 38. Montana: sec. 1, Summary data. [May 1972.] xi+273+14+427 p. il. 4° 
* Paper, $2.50. @ Item 152—A-27 

10466 pt. 38. Montana: sec. 2, County data. [May 1972.] vi+456 p. il. 4° * Paper, 
$3.50. @ Item 152—A-27 


1967 census of business: Selected services, special report BC 67(S) 
(series). ( [Business Division.]) 


10467 SS 1. Establishment and firm size. [June 1972.] cover any ili+67 p. 4° * Pape 
65c. @ Item 133 3.202/18 : BC 67(S)88 1 


1970 census of housing: Detailed housing occ HC(1)-B 
(series). ({Housing Division.]) C 3.224/3 : 970/B (nos. ) 
4. Arizona. [Apr. a ea cover title, iv-+49-138+422 p. il. 4° * Paper, $1.00. 
@ Item 156—-A-4 
5. Arkansas. faa 1972.] cover title, iv-+69—233+ 22 p. il. 4° * Paper, $2.00. 
@ Item 156—-A-5 
8. er ay wong a ] cover title, iv-+85-—201+4 23 p. il. 4° * Paper, $1.50. 
em 
Zi. 5 ists i att cover title, iv-+121-344+23 p. il. 4° * Paper, $2.50. 


16. Indiana. [Apr. 072.) cover title, iv-+113—343+ 23 p. il. 4° * Paper, $2.75. 
@ Item 156—-A-16 

23. Massachusetts. [May 1972.] cover title, iv-+129-296+ 23 p. il. 4° * Paper, 
$2.00. Nag 156—A-—23 

27. Missouri. [Mar. 1972.] cover title, iv-+89-303+ 23 p. il. 4° * Paper, $3.00. 
@ Item 156—A-27 

34. New York. [Apr. 1972.] cover title, iv+157—395-+ 23 p. il. 4° * Paper, $3.25. 
@ Item 156—-A-—34 

45. Texas. [Apr. ar tb? cover title, iv+193—747+23 p. il. 4° * Paper, $5.25. 
@ Item 156-A-4 


1970 census of housing: Metropolitan housing characteristics, HC(2) 
(series). ({Housing Division.]) C 8.224/4 : 970/ (nos. ) 
5. Albany-Schenectady-Troy, N.Y., standard metropolitan statistical area. [June 
1972.] cover title, xii+ 36+ 20 p. il. 4° * Paper, 65c. @ Item 156—A-—34 
: 2 Allentown-Bethlehem-Easton, Pa.-N.J., standard metropolitan statistical 
area. [May 1972.] cover title, x+364 21 p. il. 4° * Paper, 65c. @ Item 
156—A-—40 
Altoona, Pa., standard metropolitan statistical area. ipas 1972.] cover title, 
x+18+20 } p. il.4° * Paper, 55c. @ Item 156—A-4 
Anderson, Ind., standard metropolitan statistical a iy 1972.] cover 
title, x+18+20 p. il.4° * Paper, 55c. @ Item 156-A-16 
Atlantic. City, N.J., standard metropolitan statistical area. [May 1972.] 
cover title, x+26+420 p. il. 4° * Paper, 60c. @ Item 156—-A—32 
Augie Ga.-S.C., standard metropolitan statistical area. [May 1972.] cover 
tle, x+34420 p. il. 4° * Paper, 65c. @ Item 156—A-12 
Bakersfield, Calif., standard metropolitan statistical area. [May 1972.] cover 
title, x +26+20 p. il.4° * Paper, 60c. @ Item 156-A-6 
Binghamton, N.Y.-Pa., standard metropolitan statistical area. [June 1972.] 
cover title, x+18+20 p. il. 4° * Paper, 55c. @ Item 156—A-34 
Buffalo, N.Y., standard metropolitan pg me area. [May 1972.] cover title, 
x+4342 21 p. i1.4° *Paper,70c. @ Item 156-A-34 
Charlotte standard metropolitan statistical area. [Apr. 1972.] cover 
title, reyes 21 p. il. 4° +* Paper, 65c. @ Item 156—A-35 
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Chattan , Tenn,-Ga., standard metropolitan statistical area. [May 1972.] 
cover title, x+34+20 p. il. 4° * Paper, 65c. @ Item 156-A-45 

Chicago, Ill., standard metropolitan statistical area. [June 1972.} cover 
title, xii+ 167 +20 p. il. 4° * Paper, $1.75. @ Item 156—A-15 

Cincinnati, Ohio-Ky.- nd.. standard metropolitan statistical area. [May 
ad BE cover title, xli+48+4 21 p. il, 4° * Paper, $1.50. @ Item 


Coluubia, Mo., standard metropolitan statistical area. ey 1972.] cover 
title, xi+ 18+21 p. il. 4 * Paper, 50c. @ Item 156—A-—27 

Columbia, S.C. aenaaea metropolitan statistical area. uAee. 1972.] cover 
title, xi+34421 p. il.4° * Paper, 65c. @ Item 156—-A-4 

Columbus, Ga.-Ala., standard metropolitan statistical — (May 1972.] 
cover title, xii+ $4421 p. il. 4° * Paper, 65c. @ Item 156—A-12 

Danbury, Conn. ., Standard metropolitan statistical area. [May, 1972.] cover 
title, xi+18+21 p. il. 4° * Paper, 50c. @ Item 156-A-8 

Davenport-Rock Island-Moline, Iowa-Ill. standard metropolitan statistical 
area. ae 1972.] cover title, x+36-+21 p. il 4° * Paper, 65c. @ Item 
156—A- 

Des Moines, iowa pecans metropolitan statistical area. [June 1972.] cover 
title, xii+18+31 p.il.4° * Paper, 55c. @ Item 156—A-17 

Detroit, Mich., pando it wy statistical area. [May 1972.] xii+167 
+20 p. il. 4° * Paper, $1.75. @ Item 156—A-24 

Erie, Pa., standard metropolitan statistical area. [May 1972.] cover title, 
x+18+20 p. il. 4° * Paper, 55c. @ Item 156—A-40 

Evansville, Ind.-Ky., standard metropolitan statistical area. Te 1972.] 
cover title, x+18+420 p. il. 4° * Paper, 55c. @ Item 156—-A-16 

Fall River, Mass.-R.l1., ey metropolitan statistical area. {aay 1972.] 
cover title, xi 18+21 . 4° * Paper, 55c. @ Item 15 

Fayetteville, N.C., standard “metropolitan statistical area. [Apr. 1972.] 
cover title, xi+26+21 p 4° *Paper, 60c. @ Item 156— 

Flint, Mich., standard cunseien statistical area. [May 1972.] cover title, 
xii+ 34421 p. il. 4° * Paper, 65ce. @ Item 156—-A-—24 

Fort Smith, Ark.-Okla., standard metropolitan statistical area. [May 1972.] 
cover title, x+18+20 p. il.4° *Paper,55c. @ Item 156—-A 

Fresno, Calif., standard metropolitan statistical area. [May 1972.] cover 

title, xii+ 34+21 p. il. 4° * Paper, 65c. @ Item 156—A-6 

Harrisburg, Pa., standard metropolitan statistical anse, Uses 1972.] cover 
title, x + 26+ 20 p. il. 4° * Paper, 60c. @ Item 156— 

Huntington-Ashland, W. Va.-Ky.-Ohio, standard po» statistical 
cont. See 1972.] cover title, K4+27-L21 p. il. 4° * Paper, 60c. @ Item 
5 = 

Huntsville, Ala., nae metropolitan statistical area. [Apr. 1972.] cover 
title, xi+26+21 p.il.4° * Paper, 60c. @ Item 156—A-2 

Jackson, Mich., standard ‘metropolitan statistical area. [May 1972.] x+18 

20 p. il. 4° * Paper, 55c. @ Item 156—A-—24 

Jacksonville, Fla., standard metropolitan statistical area. wd 1972.] cover 
title, x+17+20 p. il. 4° * Paper, 65c. @ Item 156—-A 

Johnstown, Pa., standard metropolitan statistical area. TMay 1972.] cover 
title, x+18+20 p.il.4° * Paper, 55c. @ Item 156—A-+4 


. Kalamazoo, Mich., standard metropolitan statistical area. [May 1972.] 


cover title, x+18-20 p. il. 4° * Paper, 55c. @ Item 156—-A-24 


. Kansas ay: Mo.-Kans., standard motaspelites statistical area. [June 1972.] 


cover ti xfi+77+21 p. il. 4° * Paper, $1.00. @ Item 156—-A-—27 


. Knoxville, Tenn., standard metropolitan Pitatistical area. [May 1972.] cover 


title, x+26+20 .il.4° * Paper, 60c. @ Item 156—-A-4 


—45 
. Lafayette-West La fayette, Ind., standard metropolitan statistical area. [May 


1972.] x+27+21 p. il. 4° * Paper, 65c. @ Item 156—-A-16 


. Lancaster, Pa., standard sentoameliiban statistical area. [May 1972.] cover 


title, xii+18+21 p. il. 4° * Paper, 55c. @ Item 156—-A-40 


. Lorain-Elyria, Ohio, standard metropolitan statistical area. , Pa 1972.] 


cover title *x+27421 p il. 4° * Paper, 60c. @ Item 156— 


. Louisville, Ky .Ind., stendené metropolitan statistical area. [May 1972.] 


cover ‘title xli+ 34421 p. il. 4° * Paper, 65c. @ Item 156—A-19 


27. Manchester, N.H., standard metropolitan statistical area. oar. 1972.] cover 


title, xi+18+ 21 p. il.4° * Paper, 55c. @ Item 156—A—31 


7 Minneapolis- -St. Paul, Minn., standard metropolitan statistical area. [Apr. 


1972.] cover title, xii+44+20 p. il. 4° * Paper, 70c. @ Item 156—-A—25 


. Modesto, Calif., standard ey hy statistical area. [May 1972.] cover 


title, x+18+ 20 p. il.4° *Pa Oc. @ Item 156—A-6 
is: * standard metropolitan statistical 7. 


(May 1972.] cover title, x+274+21 p. il. 4° * Paper, 55c. @ Item 


156—-A—24 
. Nashville-Davidson, Tenn., standard metropolitan statistical area. [May 


1972.] cover title, xii+ 34421 p. il. 4° * Paper, 65c. @ Item 156—-A-—45 


5. New Britain, Conn., standard metropolitan statistical area. [May 1972.] 


cover title, xi+18+21 p. il. 4° * Paper, 55c. @ Item 156—-A-8 


. New London-Groton-Norwich, Conn., standard metropolitan statistical area. 


[May 1972.] xii+27+20 p. il. 4° * Paper, 60c. @ Item 156—-A-8 


9. New York, N.Y., standard metropolitan statistical area. [June 1972.] cover 


title, xii+103+20 p. il. 4° * Paper, $1.25. @ Item 156—-A-—34 


d Newark, N.J., standard metropolitan statistical area. [May -— cover 


title, ‘xii +-94421 p. il. 4° * Paper, $1.25. @ Item 156—A-3 


53. Norwalk, Conn., eee: metropolitan statistical area. [May 1972.] cover 
title, xi+ 18+ 21 p.il.4° * Paper, 55c. @ Item 156-A-8 
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1970 census of housing—Continued 
10527 156. Oklahoma City, Okla., standard metropolitan statistical area. (Mey 1972.] 
cover a xli+43-+ 20 p. il. 4° * Paper, 70c. @ Item 156— 
10528 157. Omaha, Nebr.-Ilowa , standard metropolitan statistical area. (June 1972.] 
cover title, xii+43+4 20 p. il. 4° * Paper, 70c. @ Item 156—A-—29 
10529 159. Tae 2 Ky., standard Teottopelitas: statistical area. [May 1972.] x+18 
AL il. 4°” * Paper, 50c. @ Item 156—A-19 
10530 160. euieen entura, Calif., standard metropolitan statistical area. [June 1972.] 
cover title, xii+44+20 p. il. 4° * Paper, 70c. @ Item 156—A-6 
10531 161. Paterson-Clifton-Passaic, N.J., standard metropolitan statistical area. [May 
1972.] cover title, xii+52+20 p. il. 4° * Paper, 75c. @ Item 156—A-—32 
10532 . Pensacola, Fla., standard metropolitan statistical area. [Apr. 1972.] cover 
title, xi+26+ 21 p. il.4° * Paper,60c. @ Item 156—A-— iL 
10533 . Pine Bluff, Ark., ieee metropolitan statistical area. igor. 1972.] cover 
title, xi} 26421 4° * Paper, 60c. @ Item 156—A. 
10534 . Pittsburgh, Pa., tad Bes metropolitan statistical area. (May 1972.] cover 
title, xii-+34-}21 p.il. 4° * Paper, 65c. @ Item 156—A-: 
10535 . Providence-Pawtucket-Warwick, R.I.-Mass., standard te statistical 
area. [May 1972.] cover title, xii+45+ 31 p. il. 4° * Paper, 70c. @ Item 
156—A-42 
10536 . Reading, Pa., standard metropolitan statistical area. [May 1972.] cover 
title, x +18+20 p. il. 4° * Paper, 55c. @ Item 156—A-40 
10537 84. Sacramento, Calif., standard metropolitan statistical area. [June 1972.] 
cover title, xii+59+20 p. il. 4° * Paper, $1.00. @ Item 156—A-6 
10538 . St. Louis, Mo.-TIl., eg metropolitan statistical area. [May 1972.] cover 
title, xii+60+ 20 il. 4° * Paper, $1.00. @ Item 156—A-27 
10539 8. Salem, Oreg., glandese metropolitan statistical area. wy 1972.] cover 
title, xi+-18+21 p. il.4° * Paper, 55c. @ Item 156—A 
10540 . San Diego, Calif., standard metropolitan statistical area. [May 1972.] cover 
title, xii-+68+20 p. il. 4° * Paper, $1.00. @ Item 156—A-6 
10541 . Santa Barbara, Calif., ee ye metropolitan statistical area. [May 1972.] 
cover title, x-+26+ 2 il. 4° * Paper, 60c. @ Item 156—A-6 
10542 . Santa Rosa, Calif., standard metropolitan. statistical area. [May 1972.] 
cover title, x+18+20 il. 4° * Paper, 55c. @ Item 156—-A-6 
10543 . Seranton, Pa., standard F snetwepelitan statistical area. [May 1972.] cover 
title, x +18+20 p. il. 4° * Paper, 55c. @ Item 156—A-—40 
10544 204. Sioux City, Iowa-Nebr., standard metropolitan statistical area. [June 1972.] 
cover title, x+18+20 p. il.4° * Paper, 55c. @ Item 156—A-17 
10545 . Sioux Falls, S. Dak., standard metropolitan statistical area. (Apr. 1972.] 
cover title, xi+18+21 p. il. 4° * Paper, 55c. @ Item 156-A—44 
10546 208. Springfield, DL, rag gn oo Mtatistical area. [June 1972.] cover 
title, x+1 8+2 il.4° * Paper, 55c. @ Item 156—-A-15 
10547 . Steubenville- Weirton, Ohio-W. Va., standard metropolitan statistical area. 
a, ke cover title, x+27+21 p. il. 4° *Paper, 60c. @ Item 
56— 
10548 . Stockton, Calif., standard metropolitan statistical area. [May 1972.] cover 
title, xii+26+21 p.il. 4° *Paper,60c. @ Item 156—A-6 
10549 . Syracuse, N.Y., standard metropolitan statistical area. [June 1972.] cover 
title, xii+-18+421 p. il. 4° * Paper, 55c. @ Item 156—-A-34 
10550 . Terre Haute, Ind., standard metropolitan statistical area. [May 1972.] 
cover title, xii+ 18+21 p.il.4° * Paper, 55c. @ Item 156—A-16 
10551 . Toledo, Ohio-Mich., standard metropolitan statistical area. [zgane 1972.] 
cover title, x+84+420 p. il. 4° * Paper, 65c. @ Item 156—A-3 
10552 26. Tuscaloosa, Ala., standard metropolitan statistical area. [Apr. 1978.) cover 
title, xi 26+21 p. il. 4° * Paper, 60c. @ Item 156-A-2 
. Utica-Rome, N.Y., standard metropolitan statistical area. [Mey 1972.] cover 
title, x+37+21 p.il.4° * Paper, 60c. @ Item 156—A-—34 
. Vallejo-Napa, Calif., standard metropolitan statistical area. [May 1972.] 
cover title, xii+ 27+ 20 p. il. 4° * Paper, 60c. @ Item 156-A-6 
. Vineland-Millville-Bridgeton, N.J., standard metropolitan statistical area. 
May 1972.] cover title, x+36+21 p. il. 4° *Paper, 65c. @ Item 
156—A-32 
. bet ae D.C.-M standard metropolitan statistical area. [June 
thy ge IP cover an: VeneeT 20 p. il. 4° *Paper, $1.00. @ Item 


: PR wert Conn., standard metropolitan statistical area. [May 1972.] cover 
title, xi+18+21 p. il. 4° * Paper, 55c. @ Item 156—A-8 

. Wheeling, W. Va.-Ohio, standard metropolitan statistical area. [May 1972.] 
cover title, x+18+20 p. il. 4° * Paper, 55c. @ Item 156-A-51 

. York, Pa., standard metropolitan wey area. [May 1972.] x+18+20 
p. il. 4° * Paper, 55c. @ Item 156-A-4 

q ba ag petty my Ohio, standard Tr eidiiahie statistical area. [June 
1972.] cover title, xii+43+420 p. il. 4° * Paper, 70c. @ Item 156—A-—37 


1970 census of housing: Supplementary report, HC(S1) (series). @ Item 
155 C 3.224/8 : 970/ (nos. ) 
4. Characteristics of occupied pening units by gonting * facilities and tenure, 

for United States, 1970. May 1972.4 p.4° * Paper, 
5. Characteristics of occupied housing units by rooms and tenure, for United 
States, 1970. June 1972.6 p.4° * Paper, 10c. 


*For Sale by Superintendent of Documents 
Distribution Made by Issuing Office 
tOfficial Use. Not Available 
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1970 census of population: General social and economic characteristics, 
PC(1)-C (series). ({Population Division.]) C 3.223/7 : 970/C (nos. ) 
15. Illinois. [Apr. 1972.] cover title, iv-+-317—-827+ 48 p. il. 4° [Text on p. 3 of 

cover.] * Paper,$3.75. @ Item 159-A-15 

. Iowa. [May ‘wt oe" cover title, iv+201+501+49 p. il. 4° * Paper, $2.50. 
@ Item 159-—A-17 

. New York. [May 1972.] cover title, iv-+-273-695+48 p. il. 4° [Text on p. 3 
of cover.] * Paper, $3.25. @ Item 159-A-34 

. Texas. [Apr. i cover title, yi gO 1253 149 p. il. 4° * Paper, $6.00. 
@ Item 159-A-4 


1970 census of population: Supplementary report PC(S1) (series). 
@ Item 154 C 3.223/12 : 970/ (nos. ) 


10567 14. Household relationship for regions, divisions, and States, 1970. Mar. 1972. 
[ 1 ei 4° * Paper, 10c. 

10568 17. Population of standard metropolitan statistical areas established since 1970 
census for United States, 1970 and 1960. May 1972. 8 p. 4° * Paper, 10c. 


1970 census of population and housing: Census tracts, PHC(1) (series). 
({Population Division and Housing Division.]) @ Item 159 
L.C. card 73-186611 C 3.223/11 : 970/ (nos. ) 


10569 4. Albany-Schenectady-Troy, N.Y., standard metropolitan statistical area. [May 
1972.] cover title, [117] p. il. — * Paper, $1.50. 

10570 6. Allentown-Bethlehem-HKaston, Pa.-N.J., standard metropolitan statistical area. 
[May 1972.] cover title, x+44+4 23421 p. 4° [Accompanied by map of 

census tracts, 17x 22in.] * Paper, $1.50. 
18. Bakersfield, Calif., standard metropolitan statistical area. [Mar. 1972.] cover 
title, [104] p. il. 4° * Paper, 75c. 

25. Binghamton, N.Y.-Pa., standard metropolitan statistical area. [Apr. 1972.] 
cover title, [76] p. il.4° * Paper, 75c. 

29. Boston, Mass., standard metropolitan statistical area. [May 1972.] cover 
title, xii+178+89+21 p. 4° . [Accompanied by maps of census tracts, 
25 x 22 and 22x 25in.] * Paper, $3.25. 

10574 . Charlotte, N.C., sta — metropolitan statistical area. ifge, 1972.] cover 
title, vii+56+29+421 p. 4° [Accompanied by map of census tracts, 
17x 22in.] * Paper, $1.00. 

10575 52. Dallas, Tex., standard metropolitan statistical area. [Apr. 1972.] cover title, 
x+i6s-+8 p. 4° [Accompanied by 2 maps of census tracts each 
22x17in.] * Paper, $2.50. 

10576 y ae Texas City, Tex., standard metropolitan statistical area. [Apr. 

972.] cover title, vili+ $2-+16-+ 21 p. 4° [Accompanied by 2 maps of 
patina | tracts, 17 x 22 and 22x17in.] * Paper, $1.2 

10577 . Gary-Hammond-East Chicago, ind, standard metropolitan statistical area. 
[Apr. 1972.] [104] p. il. 4° * Paper, $1.50. 

10578 83. Greensboro-Winston- A head High Point, N.C., standard metropolitan statisti- 
eal area. [Apr. 1972.] cover title [164] p il. 4° * Paper, $1. 

10579 . Hartford, Conn., —- metropolitan statistical area. TMay 1972.] cover 
title, viii+58+29+20 p. 4° [Accompanied by map of census tracts 
17x 22in.j * Paper, 1 00. 

10580 . Indianapolis, Ind., standard metropolitan statistical area. [Apr. 1972.] 
cover title, x+$s+ 49421 p. 4° [Accompanied by 2 maps of census 
tracts 22x 17and17x22in.] * Paper, $2. 

10581 . Knoxville, Tenn., standard pave MERA > ‘statistical area. [Apr. 1972.] cover 
title, 1102] p. il. 4° * Paper, $1.50. 

10582 . Lorain-Elyria, Ohio, standard metropolitan statistical area. [May 1972.] 
cover title, [86] . il. 4° * Paper, $1.25. 

. Louisville, Ky.-In ., Standard metropolitan statistical area. [May 1972.] 
cover title, x+76+39+21 p. 4° [Accompanied by map of census tracts, 
22 x 25 in.] * Paper, $2.00. 

. Mobile, Ala., standard metropolitan statistical area. [Apr. 1972.] cover title, 
vil 62527421 Bt 4° [Accompanied by map of census tracts 15 x 23 
in. aper, $ 

. Montgomery, Aia., standard metropolitan statistical area. [Mar. 1972.] 
cover title, [83 1p. il. 4° * Paper, 65c. (S/N 0301-2502). 

10586 . Omaha, Nebr.-Iowa, standard metropolitan statistical area. [Apr. 1972.} 
cover ttile, x+58+29421 p. il. 4° [Accompanied by map of census 
tracts,17 x 33in.] * Paper, $1.50. 

10587 . Oxnard- Ventura, Calif., standard metropolitan statistical area. [Apr. 1972.] 
cover title, [126] p. ii.4° * Paper, $1.50. 

10588 . St. Louis, Mo.-Ill., standard metropolitan statistical area. [Apr. 1972.] 
cover title, xii+178+90+21 p.il.4° * Paper, $2.75 

10589 . San Bernardino-Riverside-Ontario, Calif., standard metropolitan statistical 
area. [May 1972.] cover title, x+128+64+21 p. il. 4° [Accompanied by 
map of census tracts, 22x 34in.] * Paper, $2.00. 

10590 . San Diego, Calif., standard metropolitan statistical area. [May 1972.] cover 
title, xii-+162+82+ 20 p. 4° [Accompanied by 2 maps of census tracts, 
each 25 x 22 in.] * Paper, $2.25. 

10591 . Santa Barbara, Calif., standard eK statistical area. [Apr. 1972.] 
cover title, [98] p. ii.40 * Paper, $1.2 

10592 . Syracuse, N.Y., standard metropolitan statiationl area. [May 1972.] cover 
title, [121] p. il. 4° * Paper, $1.50. 
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10593 221. Tyler, Tex., standard metropolitan a area. [Mar. 1972.] cover title, 
[67] .i4° * Paper, 55c. (S/N 0301-2493). 

10594 233. Wilkes arre- -Hazleton, Pa., standard metro Olitan statistical area. [Mar. 
1972.] cover title, [83] p. ‘40 Paper, 65c. 

10595 237. York, Pa., standard metropolitan statistical area. [May 1972.] cover title 
viii+28+15+21 p. 4° [Accompanied by map of census tracts, 17 x 2: 
in.] * Paper, $1. 

10596 238. Youngstown-Warren, Ohio, standard metropolitan statistical area. [May 
1972.] cover title, [13! 5] p.il.4° * Paper, 0. 


1970 census of population and housing: Employment profiles of selected 
low-income areas, PHC (3) (series). ({ Demographic Surveys Division. ] ) 
L.C. card 72-183144 C 3.223/17 : 970/ (nos. ) 
10597 49. Columbus, Ohio. [Jan. ee cover title, xiv+216+30 p. il. 4° * Paper, 
$2.00. @ Item 159-—A-37 
10598 72. Selected rural counties in California, [May 1972.] cover title, xii+ 142+ 32 
p. 4° * Paper, $1.50. @ Item 159-—A-6 


Census tract paper GE-40 (series). 
10599 8. Small-area statistics strengthening their role in Federal Government and their 
use in criminal justice programs, papers presented at Conference on Small- 
Area Statistics, American Statistical Association, Ft. Collins, Colo., Aug. 23, 
1971. May 1973. iv-+[1]+46 p. 4° ({Geography Division.]) * Paper, 55c. 
@ Item 131-C C 56.235: 8 


County business patterns, 1971, CBP (series). ([Economic Statistics and 
Surveys Division.]) [Prepared with assistance of Social Security Ad- 
ministration.] @ Item 133—A 
L.C. card 49-45747 C 56.233 : (nos. ) 

Alabama. [June 1972.] cover title, 03 p. il. 4° * Paper, $1.00. 
Alaska. [June 1972.] cover title, [2] .11.4° * Paper, 40c. 
. Arizona. [May 1972.] cover title, [ * Paper, 50c. 
. Florida. [June 1972.] cover title, p. il. 4° * Paper, $1.25. 
. Idaho. [May 1972.] cover title, [2] . il. * Paper, 50c. 
. Illinois. [June 1972.] cover title, ah s 5 * Paper, $1.50. 
. Indiana. [May 1972.] cover title, is Ad a * Paper, $1.25. 
. Iowa. [May 1972.] cover title, [2] + ‘aper, $1. 00. 
8. Kansas. [May 1972.] cover title, ee . il, ad } and $1.00. 
- Maine. [May 1972] cover title, 12] il. * Paper, 50c. 
. Maryland. [June 1972.] cover title, il, 4° * Paper, 70c. 
. Michigan. [June 1972.] cover title, .il.4° * Paper, $1.25. 
5. Minnesota. [May 1972.] cover title, D. il. 4° * Paper, $1.00. 
. Missouri. [June 1972.] cover title, i . iL * Paper, $1.25. 
. Montana. [May 1972.] cover title, [ * Paper, 5 
. Nebraska. [May 1972.] cover title, [2 * Paper, 70c. 

-31. New Hampshire. [May 1972.] cover title, “39 p. il. 4° * Paper, 50c. 
. New Jersey. [May 1972.] cover title, [2 eT) . il. 4° * Paper, $1.25. 
3. North Dakota. [May 1972.] cover title, p.il.4° * Paper, 50e. 

. Rhode Island. [May 1972.1] cover title, [ p. ‘jl40 * Paper, 45e. 

. South Carolina. [June 1972.] cover title, [2]+86 p. il. 4° * Paper, $1.00. 

3. South Dakota. [May 1972.] cover title, p. il. 4° * Paper, 50c. 
Virginia. [June 1972.] cover title, [2] ; * Paper, $1.25. 


i Washington. [May ay cover title, [2] rp. thd 4° * Paper, 75c. 


50. West Virginia. [May 1972.] cover title, (3) +70 5, il, go, * Paper, 70¢. 
’ Wyoming. [May 1972.] cover title, [2]+30 p. il. 4° * Paper, 
10626 . Puerto Rico, American Samoa, Guam, and Virgin Islands. ices 1972.] 
cover title, {41+80 p. il.4° * Paper, T5e. 
10627 Current industrial reports: Clay construction products, summary for 1971. 
June 1972. 9 p. 4° (Series M 32 D (71)-13; Industry Division.) 
+ Paper, 15c. @ Item 142-A © 56.216 : M 32 D(71)-13 


10628 ——_ Commercial steel forgings, 1971. June 1972. 4 p. 4° (Series MA- 


83C(71)-1; Industry Division.) (# Paper, 25c. @ Item 142-A 
C 56.216 : MA-33 C(71)-1 


10629 Confectionery, including chocolate products, seasonal adjustment 
supplement, 1959 to 1971. June 1972. 4 p. 4° (Series M20C supplement 
3; Industry Division.) + @ Item 142-A C 56.216 : M 20 C/supp.3 


10630 ——_ Consuption on woolen and worsted systems, summary for 1971. Apr. 
1972. 8 p. 4° (Series M22D(71)-13; Industry Division.) + Paper, 15c. 
@ Item 142-A C 56.216 : M 22 D(71)-13 


10631 —__ Industrial gases, summary for 1971 (preliminary); [prepared in 
Industry Division]. Apr. 1972.2 p.4° (Series M 28C(71)-13.) + Paper, 
15c. @ Item 142-A C 56.216: M 28 C(71)-13 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
tOfficial Use. Not Available 
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—— Inorganic chemicals, summary for 1971; [prepared in Industry Divi- 


sion.]. May 1972. (Series M 28A (71)-13) Paper, 15c. @ Item 142-A 
C 56.216 : M 28 A(71)-13 


—— Selected instruments and related products, 1970, Change sheet. Apr. 


1972. 1 p. 4° (Series MA-38B(70)-1.) ¢ @ Item 142-A 
C 56.216 : MA-38B (70)-1/ch. 


10634 Softwood plywood, 1971. June 1972. 6 p. 4° (MA-24H(71)-1.) 
7 Paper, 25c. @ Item 142-A C 56.216 : MA-24 H(71)-1 


10635 —__ Steel power boilers, 1971. May 1972.3 p. 4° (Series MA-34G(71)-1.) 
+ Paper, 25c. @ Item 142-A C 56.216 : MA-34 G(71)-1 


10636 Textured yarn production, 1971. June 1972. 3 p. 4° (Series MA- 
22F.1(71)-1.) + Paper, 25c. @ Item 142-A 
C 56.216 : MA-22 F.1(71)-1 


Current population reports: Series Census-ERS P-27, Farm population. 
* Paper, $14.00 (including Series P-20, P-23, P-25, P-26, P-27, P-28 
summaries, P-60, and P-65 for one year), $3.30 additional for foreign 
mailing ; single copy prices vary. @ Item 142-C ©56.218: P-27/(nos.) 
43. Farm population of United States, 1971. May 1972. 11 p. il. 4° [Prepared 
in cooperation with Agriculture Dept.] * Paper, 15c. 

Current population reports: Series P-65, Consumer buying indicators. 
* Paper, $14.00 (including Series P-20, P-23, P-25, P-26, P-27, P-28 
summaries, P-60, and P-65 for one year), $3.50 additional for foreign 
mailing; single copy prices vary. @ Item 142-C ©C56.218: P-65/(nos.) 
10638 40. Household ownership and availability of cars, homes, and selected household 
durables and annual expenditures on cars and other durables, 1971. May 
1972. cover title, i+ 39 p. il. 4° [Issued with perforations.] * Paper, 50c. 
41. Recent purchases of cars, houses, and other durables and expectations to buy 
during months ahead, survey data through April 1972. May 1972. ii+18 

p. il. 4° [Issued with perforations.] * Paper, 20c. 


10639 


State and local government special studies. 
10640 62. Guide to recurrent and special governmental statistics. May 1972. iv+173 
p.il.4° * Paper, $1.50. @ Item 148-— 
L.C. card 72—600104 C 56.231 : 62 
Technical paper. 
10641 27. Sampling applications of 1970 census publications, maps, and public use sum- 
mary files [with list of references]; by Margaret Gurney. May 1972. 
iii+10p. * Paper, 25c. @ Item 151-A 
5/9 


5/2: 27 


L.C. card 72—600076 
10642 U.S. commodity exports and imports as related to output, 1969 and 1968; 
prepared under direction of Harold T. Goldstein. Apr. 1972. [3]+202 
p. il. 4° (Series ES2 no. 12; Economic Statistics and Surveys Division.) 
* Paper, $1.75. @ Item 160-B 
L.C. card A62-9090 C 56.232 : 12 
10643 U.S. foreign trade: FT 150-71, General imports, commodity by world areas, 
annual 1971, schedule A groupings, world area and country, method of 
transportation. [June 1972.] cover title, x+329 p. 4° ([Foreign Trade 
Division.]) [Revised through Dec. 1971 statistics.] * Paper, $2.50. 
@ Item 144 
L.C. card 79-4381 C 56.210: 150-71 
10644____ WT-155-70, General imports, world area by commodity groupings, 
annual 1971, world area and country, schedule A groupings, method of 
transportation. [June 1972.] cover title, x +462 p. 4° ([{Foreign Trade 
Division.]) * Paper, $3.25. @ Item 144 
L.C. card 68-62861 C 56.210 : 155-71 
Working paper. 
10645 34. Investigation of Census Bureau interviewer characteristics, performance, and 
attitudes, summary [with bibliography]; by Gail Poe Inderfurth. June 
1972. [3]+27 p. il. 4° ([Research Center for Measurement Methods.]) 
+ Paper, 50c. @ Item 151-B C 56.229 : 34 


#For Sale by National Technical Information Service, 
Springfield, VA 22151 


@Sent to Depository Libraries Page 11 





GovERNMENT PUBLICATIONS 


CENTER FOR DISEASE CONTROL, Health, Education, and 
Welfare Dept., Atlanta, GA 30333 


10646 Strictly for teenagers, some facts about venereal disease. [Revised 1971.] 
[1972.] [8] p. il. narrow 8° ([Public Health Service publication 913; 
State and Community Services Division, Venereal Disease Branch.]) 
* Paper, $5.50 per 100; single copy 10c. @ Item 504 
HE 20.2302 : T 22/971-2 


CIVIL AERONAUTICS BOARD 
Washington, DC 20428 


10647 List of U.S. air carriers; prepared by Publications Services Section. Mar. 1, 
1972. 11 p. oblong 8° [Corrected copy. Page 4 left intentionally blank. 
Issued to correct list of air-freight forwarders.] + C 31.254: 972/corr. 


10648 Remarks by Secor D. Browne, Chairman, Civil Aeronautics Board, at Aero 
Club of New England annual award luncheon (Godfrey L. Cabot award 
for 1972), Boston, Mass., June 9, 1972. [1972.] 6 p. 4° 

C 31.215: B 81/29 


CIVIL DEFENSE OFFICE (Army), Defense Dept. 
Washington, DC 20310 


Notge.—See also Defense Civil Preparedness Agency. The name of Civil Defense 
Office was changed to Defense Civil Preparedness Agency, effective May 5, 1972. 


Miscellaneous publications MP (series). 


20. Publications catalog, Feb. 1972. x+64 p. il. 4° [Supersedes MP-20, July 
1970. Issued with perforations.]  *t @ Item 857-D-11 D 119.11: 20/10 


CIVIL SERVICE COMMISSION 
Washington, DC 20415 


Amendment 4 to announcement 424, Engineering, physical sciences, and 
related positions. May 2, 1972. [2] p. 4° ¢ CS 1.26: 970/424/amdt.4 


Amendment 7 to announcement 421, Professional careers in biological and 
agricultural sciences. May 2, 1972.1 p. 4° ¢ 
CS 1.26 : 969/421/rev./amdt.7 
10652 Amendment to announcement WAM-103, Museum technician (GS-5 and 
GS-7). May 24, 1972. 1 p. 24° (Washington Area Office.) { 
CS 1.26/4 : 971/WAM-103/amdt. 


Amendment to announcement WAW-903, Federal careers for journeymen 
in printing crafts. June 1, 1972. 1 p. oblong 24° (Washington Area 
Office.) 7 CS 1.26/4 : 969/W A W-903/amat. 


10654 Amendment 2 to announcement 409, Technical assistant [agriculture, 
biology, data processing, engineering, medicine, science, and other tech- 
nical fields]. May 2, 1972.2 p. 4° 7+ CS 1.26 : 967/409/rev.—3/amdt.2 


Amendment 2 to announcement WAW-106 (local), Apprentice (mechanical 
trades). May 12, 1972. 1 p. oblong 48° (Washington Area Office.) f 
CS 1.26/4 : 971/WAW-106/amdt.2 


Careers for dental auxiliaries, dental hygienist, grade GS-5, dental tech- 
nician, grades GS-5, GS-6, GS-7, for work in Washington, D.C. area, 
apply to U.S. Civil Service Commission, Washington area office, Wash- 
ington, D.C. 20415, announcement WA-7-21 (local). July 18, 1967, re- 
vised Feb. 1972. [1972.] 4p.4° [Open until further notice.] + @ Item 
292 CS 1.26/4 : 967/WA-7-21/rev.—2 


Federal protective officer, GS-4, announcement WA-2—A0 (local). May 31, 
1972. [2] p. 4° (Washington Area Office.) [Open until further 
notice.] 7 CS 1.26/4 : 972/WA-2-A 0 
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Firefighter, GS-4, announcement WA-2-09 (local). May 26, 1972. [2] p. 4° 
(Washington Area Office.) [No closing date.] f 
CS 1.26/4 : 972/W A-2-09 


10659 Job opportunities for skilled craftsmen, no written test required, announce- 
ment WA-2-05. Apr. 10, 1972. [3] p. 4° (Washington Area Office.) 
[Open until further notice.] + @ Item 292 CS 1.26/4: 972/WA-2-05 


COAL RESEARCH OFFICE, Interior Dept. 
Washington, DC 20240 


10660 Office of Coal Research, annual report, 1972. [1972.] cover title, 111 p. il. 4° 
[Covers activities during calendar year 1971.] * Paper, $1.00 (S/N 
2414-0049). @ Item 606—C-1 I 63.1: 972 


Research and development report. 


10661 70. Engineering evaluation and review of consol synthetic fuel process [with 
bibliography] ; by Foster Wheeler Corporation, Process Plants Division, 
Livingston, N.J. Feb. 1972. [6]+113 p. 22 pl. 4° * Paper, $4. 25 (s/n 
2414-0045). @ Item 606—C-2 I 63.10: 70 


COAST GUARD, Transportation Dept. 
Washington, DC 20591 


10662 Light list: v. 5, Mississippi River system of United States, 2d Coast Guard 
district; corrected to Jan. 1, 1972. 1972. xxiii+327+[4] p. il. 4° (CG- 

161.) [Publication contains list of lights, fog signals, buoys, and day- 
beacons. Some illustrations are colored.] * Paper, $2.75. @ Item 939 

TD 5.9: v.5/972 


Oceanographic report. 
10663 52. Oceanographic survey of Guif of Anadyr, Aug. 1970 [with list of references ; 
by] Gary L. Hufford, David M. Husby. Apr. 1972. vii+56 p. iL 4° (CG 
373-52; [Coast Guard Oceanographic Unit].) ¢t @ Item a 18: 08 


10664 Skipper’s course. [1972.] 96 p. il. 4° [11 pages left blank for notes.] 


} Office of Boating Safety, 400 Seventh St. SW., Washington, DC 20590 
TD 5.2: S8k3 


COMMERCE DEPARTMENT 
Washington, DC 20230 


Norre.—Requests to the Commerce Department for publications should give the 
full title and the date of the publication. Do not include Monthly Catalog entry 
numbers or Superintendent of Documents classification numbers which should be 
used only when ordering from the Superintendent of Documents. 


10665 Commencement address; by Peter G. Peterson, United States Secretary of 
Commerce, prepared for delivery at United States Merchant Marine 
Academy, Kings Point, N.Y., June 7, 1972. [1972] [1]+17 p. 4° #7 

C1.18: P 44/6 


5 Environmental aspects of the supersonic transport, recommended program 
for research and measurement, report of Panel on Supersonic Transport 
Environmental Research to Commerce Technical Advisory Board. May 
1972. 40 p. il. 4° * Paper, 65c. (S/N 0300-0050). ©@ Item 128 
L.C. card 72-601983 C1.2: Su 7/6 


Overseas business reports OBR (series). [Issued irregularly.] * Paper, 
$16.00 a yr., $5.00 additional for foreign mailing; single Copy, 15¢e. (1-3 
yr. subs.). @ Item 231-B C 1.50: (nos. ) 
72-011. United States trade with major world areas, 1966-71; [prepared by 

Statistics Section of International Trade Analysis Division]. May 1972. 
44 p. il. 4° (Bureau of International Commerce.) [Issued with 
perforations. ] 
10668 72-013. Beas data on economy of Bahrain awit peatioarany | 3 prepared in 
Near East-South Asia Division]. 1972. 7 p (Bureau of 
International Commerce.) [Issued ba perforations. t 
10669 72-018. =e business in Hong Kong [with bibliography]; prepared by 
Arthur R. Dornheim. June 1972. (Bureau of International Commerce.) 
[Issued with perforations. Supersedes OBR 64-9.] 
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10670 Remarks of Peter G. Peterson, Secretary of Commerce before National 
Civil Service League at Career Service Awards Ceremony, Washington, 
D.C., Apr. 28, 1972. [1972.] [1]-+17 p. 4° ft C1.18: P 44/5 


10671 Summary of remarks by Peter C. Manus, Deputy Assistant Secretary of 
Commerce for Economic Affairs, prepared for delivery before Metropoli- 
tan New York Alumni, Chapter of Sigma Tau, New York, N.Y., June 2, 
1972. 1972. 5 p. 4 fF 01.18: M 31/8 


Telecommunications research and engineering report OT/TRER (series). 
(Office of Telecommunications, Institute for Telecommunication Sci- 
ences, Boulder, Colo.) 

10672 26. Necessary bandwidths for frequen , aeons microwave pot rT ayagome 


{with list of references i Akima. Feb. 1972. 
* Paper, 80c. @ Item ise Dt © 160 : 26 


COMMODITY CREDIT CORPORATION, Agriculture Dept. 
Washington, DC 20250 


10673 Report of president of Commodity Credit Corporation, 1971. [1972.] [2] 
+80 p. + @ Item 34 A 82.801 : 971 


COMMUNITY HEALTH SERVICE, Health, Education, and 
Welfare Dept., Washington, DC 20201 


10674 Continuity of care through discharge planning by physicians, nurses, nutri- 
tionists, medical social workers, occupational therapists, physical thera- 
pists, speech therapists, home health aides [and] psychiatric nurses. 
[1972.] [6] p. narrow 8° ([DHEW publication HSM 72-6402.]) 
*Paper, $5.50 per 100; single copy 10c. (S/N 1726-0023). @ Item 
512-H-1 HE 20.2552 : D 63 


CONGRESS 


Congressional serial set 


Notg.—During each session of Congress the House and Senate documents and 
reports are accumulated into bound volumes comprising the Congressional serial 
set. No catalog entry is made for the volumes of the Serial set since the documents 
and reports contained therein have been previously listed in the Monthly catalog. 

The following bound volumes were sent to depository libraries during the period 
of this catalog: 


House document. 
no. 258, 92d Congress, 2d session, National convention of the Veterans of 
Foreign Wars of the United Beaten ai serial 12987-2]. @ Item 995-L 


House reports. 
no. age 92d Congress, 2d session State and Local Fiscal Assistance Act of 1972, 
pts. 1-2 [Serial 12976-5]. @ Item 1007-A 
nos. 1053, 1071, 1176, 1271, 1851, 1391-1392, 1506, 1798, 1935, 1ST, ba 90th 
Congress, 2d session, House Special Reports [Serial 12797-2]. 1007-A 
nos. 1801-1889, with exceptions, 90th Congress, 2d session, ones Be scl anes 
reports on public bills VI [Serial 12795-6]. * Item 1007—A 


Laws 


NorTs. —The Federal laws are first published separately and in this form are 
known as “slip laws’’, Later, these laws are compiled, edited, Fo AY and published 


in the volumes of the Statutes at large, 


Public laws, 92d Congress. @ Item 575 
Norg.—Public laws in slip form in the first De 30403, may be obtained from the 
Os ae toe of Documents, Washington, DC at a subscription price of 
0 per session, $5.00 additional for foreign mat single copies vary in price. 
10679 225. S. 2. act to _ romote fair practices in conduct of election nT for 
re ederal Bm al —— and for other purposes. [Approved Feb. 1972.] 

Dp. 

10680 237. S. 7, act to othe ya establishment of Buffalo National River in State of 
Arkansas, and for other purposes. [Approved Mar. 1, 1972.] 8 p. * Paper, 
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242. H.R. 12067, act making appropriations for Foreign Assistance and related 
programs for fiscal year ending June 30, 1972, and for other purposes. 
[Approved Mar. 8, 1972. * Paper, 10c. 

245. S. 749, act to authorize United States contributions to Special Funds of 
Asian Development Bank. [Approved Mar. 10, 1972.] 3 p. * Paper, 10c. 


ECONOMIC JOINT COMMITTEE 
Washington, DC 20510 


American productivity, key to economic strength and national survival, 
report of Subcommittee on Priorities and Economy in Government ; 
July 3, 1972. 1972. iii+9 p. (Joint committee print, 92d Congress, 2d 
session.) * Paper, 10c. 

L.C. ecard 72-602217 Y 4.Be 7: P 94/18 


Economics of Federal subsidy programs, compendium of papers; [compiled 
by Jerry J. Jasinowski]. (Joint committee print, 92d Congress, 2d 
session. ) 
pt. 2. International subsidies ; June 11, 1972. 1972. v-+-157-—243 p. * Paper, 40c. 

@ Item 1000 
L.C. card 72—-601989 Y4.He 7: Su 1/4/pt.2 

Economics of Federal subsidy programs, staff study; Jan. 11, 1972. 1972. 
vi+222 p. il. (Joint Committee Print, 92d Congress, ist session.) 
* Paper, $1.00 (S/N 5270-1326). 

L.C. card 72-601560 Y¥4He 7: 8u1/2 


1972 economic report of the President, hearings, 92d Congress, 2d session. 

pt. 3. Feb. 18-23, 1972. sone. iv+463-689 p. il. * ie $1.00. @ Item 1000 

L.C. ecard 72-6019 4.Hc7: Ee 7/2/972/pt. 3 

Price and wage control, Sete report together with minority views; 

May 2, 1972. 1972. iii+32 p. (Joint committee print, 92d Congress, 2d 
session.) * Paper, 20c. @ Item 1000 

L.C. card 72-602234 Y 4.He 7: P 93/12 


Studies in public welfare, study prepared for use of Subcommittee on fiscal 
policy. (Joint committee print, 92d Congress, 2d session.) 
paper 1. Public income transfer program, incidence of multiple benefits and issues 


raised by their receipt; by James R. Storey; Apr. 10, 1972. 1972. 
v+5l p. Tf Y 4.He 7: W 45/paper 1 


Value-added tax, hearings, 92d Congress, 2d session, Mar. 21-24, 1972. 
1972.iv+121p. * Paper, $1.00. @ Item 1000 
L.C. card 72-602176 Y¥4He7: V 23 


HOUSE OF REPRESENTATIVES 
Washington, DC 20515 


House documents 


Norgr.—All House documents, entries for which are followed by a t, may be 
obtained from the House Document Room or from the issuing office 


House documents, 80th Congress. 

790. Foreign relations of United States, 1947: v. 3, British Commonwealth ; 
Burope. 1972. xiv+- 1131 p. ({(Publication 8625, Historical Office, Bureau 
of Public Affairs.]) *(Available in departmental edition, Cloth, $5.75, 
S$ 1.1: 947/v. 3 and sent to depositories in that form. See Entry no. 11487. ) 

v. 6, Far East. 1972. ix+1159 p. ([Publication 8606; Historical Office, 
Bureau of Public Affairs.] *(Available in departmental edition, Cloth, 
$6.00, . 1.1: 947/v. 6, and sent to depositories in that form, See Entry no. 


House documents, 92d Congress. 
10692 205. Annual report of Librarian of Congress for fiscal year ies ou ”. a. 
1972. xiv+[2]+160 p. il. 4° [Includes list of i 
publications.] *(Available in departmental edition, A SKE O71, 
and sent to depositories in that form. See Mntry no. 11235, 
10693 253. Proceedings of 72d National ~~ 36, Veterans of eels Wars of 
Feb. 972. 1972. 
t (To be a to depository 


p. of por. [ 
libraries e Serial ak ‘banding. ) 
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House documents, 92d Congress—Continued 
10694 287. 2d annual report on Government services in rural America, message from 
President of United. States transmitting report; May 2, 1972. 1972. 
[51]+42p.4° + @ Item 996 
10695 295. Audit of Overseas Private Investment Corporation, fiscal year 1971, letter 
from Comptroller General transmitting report; May 16, 1972. 1972. 
vi+30 p.4° ¢t @ Item 996 


House reports 


Nots.—For titles of bills which these reports accompany, see Congressional 
record index. 
House reports on private bills, 92d Congress. + House Document Room, 
Capitol. @ Item 1008-B 
[This entry number not eed. ] 
Eleonora G. Mpolakis. mepest from Committee on Judiciary to accompany 
-R. 8540. Nov. 10,1 p. 
{This entry number not used. ] 
856. Gloria Vazquez Herrera. Report from Committee on Judiciary to accompany 
H.R. 1974. Feb. 28, 1972. 5 
857. Luz Maria Cruz Aleman Phillips. Report from Committee on Judiciary to 
accompany H.R. 2052. Feb. 28, 2. 4 p. 
874. Dr. David G. Simons. Report hone Committee on Judiciary to accompany 
H.R. 3413. Feb. 29, 1972. 6 
Albert W. Reiser, jr. te from Committee on Judiciary to accompany 
H.R. 3751. Feb. 29, 1972. 3 
876. Maj. Henry C. Mitchell. Report from Committee on Judiciary to accompany 
H.R. 5299. Feb. 29, 1972. 4 p. 
877. Gary R. Uttech. Report from Committee on Judiciary to accompany H.R. 
5315. Feb. 29, 1972. 
Jerry L. Chancellor. Report from Committee on Judiciary to accompany 
H.R. 7946. Feb. 29, 1972. 5 p. 
Donald P. Lariviere. Report from Committee on Judiciary to accompany 
H.R. 8952. Feb. 29, 1972. 4 p. 
Mrs. Rosanna Thomas. Report from Committee on Judiciary to accompany 
H.R. 9473. Feb. 29, 1972. 7 p. 
Mr. and Mrs. John F. Fuentes. Bapert, from Committee on Judiciary to 
accompany H.R. 11045. Feb. 29, 1972. 3 p. 
Albert G. Feller and Flora Feller. Report from Committee on Judiciary to 
accompany S. 247. Feb. 29, 1972. 3 
David J. Crumb. team from Committee on Judiciary to accompany S. 888. 
Feb. 29, 1972. 
Providing for + of certain real property of United States. Report 
from Committee on Interior and Insular Affairs to accompany H.R. 1915. 
Apr, 11, 1972, 5p 
. Robert t Rexroat. Report from Committee on Judiciary to accompany S. 1089. 
1972. 6 D. 
Piameras. ager Sap: Committee on Judiciary to accompany 
S. 1675. Apr. 19, 1972 
1004. Convey certain real nine cdi to National Firefighting Museum and Center 
for Fire Prevention, Inc. Report from — on District of Columbia 
to accompany H.R. 2895. Apr. 19, 1972. 8 p. 
1008. Fredi Robert Dreilich. Report from Committee on Judiciary to accompany 
H.R, 2725. Apr. 20, 1972. 4p 
1010. Mrs. Latife Hassan Makmocd. et _— Committee on Judiciary to 
accompany H.R, 4494. Apr. 20, 1972. 4 
1011. Lester L. Stiteler. Report from Committee on Judiciary to accompany H.R. 
10676. Apr. 20, 1972. 3 p. 
1012. Vincent J. Sindone. Report from Committee on Judiciary to accompany 
H.R, 11632. Apr. 20, 1972. 3 p 
1013. Dennis Yiansion Report from Gunsiaitig on Judiciary to accompany S. 65. 
Apr. 20, 2.5p 
1014. Harold Donald fol Report from Committee on Judiciary to accompany 
S. 1923. Apr. 20, 1972. 4 p. 
1038. Swiff-Train Co. Report from Committee on Judiciary to accompany H.R. 
12179. May 2, 1972. 5 p. 


House reports on public bills, 92d Congress. + House Document Room, 
Capitol. (No. 1166 is sold by the superintendent of Documents.) @ Item 

1008-A 
10722 825. Income tax exclusion for military and civilian prisoners of war. Report 
from Committee on Ways and Means to accompany H.R. 9900. * A 


1972.7 p. 
10723 841. ere digg * ema me gre contribution under Federal employees health benefits 
Report together with minority views from Committee on Post 
Bimee — Civil Service to accompany H.R. 12202. Feb. 17, 1972. 28 p. 
10724 855. High-speed ground transportation extension. Report from Committee on 
1pyo 20S. and Foreign Commerce to accompany H.R. 11384, Feb. 24, 
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10728 


10729 


10730 


10731 


10732 


10733 


10734 


10735 


10736 
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Veterans’ education and training amendments of 1972. Report from Com- 
mittee on Veterans’ Affairs to accompany H.R. 12828. Feb. 29, 1972. 59 p. 

Providing representation of District of Columbia in Congress. Report 
together with on and minority views from Comanittes on Judiciary 
to accompany H.J. Res. 253. Feb. 29, 1972. 23 p. 

Consideration of H.R. 11416. Report from Committee on Rules to accom- 
pany H. Res. 851. Feb. 29, 1972. 1 p. 

Authorizing appropriations for saline water conversion program for fiscal 
year 1973, to delete sec. 6(d) of saline water conversion act, and for 
other purposes. Mar. 1, 1972. 12 p. 

Report on adequacy and management of services furnished to scholars 
and researchers by Presidential libraries. [Report from] Subcommittee 
on Census and Statistics, Committee on Post Office and Civil Service ; 
Mar. 2, 1972. 1972. vii-+-26 p. 

Equal employment opportunity act of 1972. Conference report to accom- 
pany H.R. 1746. May 2, 1972. 22 p. 

Par value modification act. Report together with dissenting and individual 
views from Committee on Banking and Currency to accompany H.R. 
13120. Mar. 13, 1972. 21 p. 

Aircraft collision avoidance systems, 10th report by Committee on Gov- 
ernment Operations, Mar. 15, 1972. 1972. v+ 28 p. 

Increasing authorization for appropriation for continuing work in Cer 
Colorado River basin by Secretary of Interior. Report from Comm 
on ee and Insular Affairs to accompany H.R. 134385. Mar. 23, 


1972. 71 

Civil Rights Commission. Report from Committee on Judiciary to accom- 
pany H.R. 12652. Mar. 27, 1972. 8 p 

Recall of retired Court of Claims C te for temporary assignments. 
mg from Committee on Judiciary to accompany H.R. 12979. Mar. 27, 
1972. 5 p. 

Authorizing Committee on House Administration to incur expenses in 
making certain improvements in House restaurant and related facilities 
in Longfellow House Office Building. Renort from Committee on House 
Administration to accompany H. Res. 862. Mar. 27, 1972. 2 p. 

Providing funds for expenses of investigations and studies authorized by 
House Resolution 819. Report from Committee on House Administration 
to accompany HH. Res. 907. Mar. 27, 1972. 3 p. 

Providing expenses for Committee on Interstate and Foreign Commerce. 
Report from Committee on House Administration to accompany H. Res. 
908. Mar. 27. 1972. 4 p. 

Providing funds for further expenses of investigation and study authorized 
by House Resolution 20. Report from Committee on House Administra- 
tion to accompany H. Res. 909. Mar. 27, 1972. 5 p. 

Providing for expenses of House Select Committee on Crime. Report from 
—— on House Administration to accompany H. Res. 910. Mar. 27, 

.9p. 

Providing funds for expenses of investigations and studies authorized by 
rule XI(8) and House Resolution 304. Report from Committee on House 
Administration to accompany H. Res. 911. Mar. 27, 1972. 8 p. 

Providing for further expenses of investigation and study authorized by 
House Resolution 201 for Committee on Armed Services. Report from 
a og on House Administration to accompany H. Res. 912. Mar. 27, 
1 3p 

Retirement of inspectors in Immigration and Naturalization Service or 
Bureau of Customs. Report together with oe views from Committee 
on Post Office and Civil Service to accompany H.R. 440. Mar. 27, 1972. 


9 p. 

Consideration of H.R. 9552. Rapect from Committee on Rules to accompany 
H. Res. 914. Mar. 28, 1972. 1 p. 

Consideration of H.R. 13188. papect from Committee on Rules to accom- 
pany H. Res. 915. Mar. 28, 1972. 1 p. 

Conran of H.R. 13324. Report from Committee on Rules to accom- 
pany R [H] Res. 916. oy 28, 1972. 1 p. 

Consideration of H.R. 13336. Report from Committee on Rules to accom- 

pany H. Res. 917. Mar. 28, 1972. 1 p. 

poviieas for disposition of funds appropriated to pay judgments in favor 
of Miami Tribe of Oklahoma and Miami Indians of Indiana in Indian 
Claims Commission dockets numbered 255, 256, 124—C. D, BE, and F, and 
of funds appropriated to pay judgment in favor of Miami Tribe of 
Indians in Commissioner’s docket numbered 251--A, and for other 
purposes. Report from Committee on Interior and Insular Affairs to 
accompany H.R. 5199. Mar. 29, 1972.17 p 

Providing for disposition of judgment cate of Osage Tribe of Indians of 
Oklahoma. Report from Committee on Interior and Insular Affairs to 
accompany H.R. 7093. Mar. 29, 1972. 16 p. 

Amending sec. 5 of act of Sept. 21, 1968 (82 Stat. 860), relating to prepara- 
tion of roll of persons of California Indian descent and distribution of 
certain funds. Report from a. - Interior and Insular Affairs to 
accompany H.R. 12404. Mar. 29, 1972. 8 

Modification of transitional rule for oaiee ‘of property by private founda- 
tions. Report from Committee on Ways and Means to accompany H.R. 
9520. Mar. 29, 1972. 4 p. 

Manpower development and ToT2 tp. act of 1962. Conference report to 
accompany S. 3054. Mar. 29, 1972. 
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House reports on public bills, 92d Congress—Continued 


974. 


1032. 


Authorizing appropriations for Fire research and safety act, Standard 
reference data act, and for other purposes. Report from Committee on 
Science and Astronautics to accompany H.R. 13034, Apr. 11, 1972. 19 p. 

Proposing erection of memorial on public grounds in District of Columbia, 
or its environs, in honor and commemoration of Seabees of U.S. Navy. 
Report from Committee on House Administration to accompany H.J. Res. 
55. Apr. 28, 1972. 5 p. 


. Consideration of H.R. seeee.. Report from Committee on Rules to accompany 


H. Res. 951. May 1, 1972. 1 p. 


. Consideration of H.R. 6788. Report from Committee on Rules to accompany 


. Res. 958. May 3, 1972.1 p 
Consideration of H.R. 11627. a from Committee on Rules to accompany 
H. Res, 959. May 3, 1972. 1 p. 
. D.C. bus ‘subsidy. Report from — on District of Columbia to accom- 
pany H.R. 14718. May 3, 1972. 4 


. Authorizing appropriations for Ae year 1973 for Department of State and 


United States Information Agency. Report from Committee on Foreign 
Affairs to accompany H.R. 14734. May 4, 1972. 9 p. 


. Coastal zone management. Report from Committee on Merchant Marine 


and Fisheries to accompany H.R. 14146. May 5, 1972. 64 p. 


. Departments of State, Justice, and Commerce, judiciary, and related agen- 


cies appropriation bill, fiscal year 1973. Report from Committee on Appro- 
priations to accompany H.R. 14989. May 15, 1972. 47 p. 


. Compensation for losses resulting from ban on cyclamates, Report together 


with additional and minority views from Committee on Judiciary to 
accompany H.R. 13366. May 18, 1971. 20 p. [Reported with amendment. ] 


. Authorizing sale of certain lands of Southern Ute Indian Tribe and for 


other purposes. Report from Committee ~ Interior and Insular Affairs 
to accompany H.R. 5332. May 22, 1972. 5 


3 gy of Transportation and related comatiie appropriation ball, 4972. 


eport from Committee on Appropriations to accompany H.R. 15097. 
May 22, 1972. 45 p. 
Consideration of H.R. 15097. petort from Committee on Rules to accom- 
pany H. Res. 991. §, 22, 1972. 1 p. 


. Education amendments of ove. Conference report to accompany S. 659. 


May 23, 1972. 229 p. 


. Providing for printing of additional copies of conference report on S. 659, 


Education amendments of 1972. Report from Committee on House Admin- 
istration to accompany H. Res. 992, May 24, 1972.1 p. 


. Increasing outstanding loan ceiling of Small Business Administration. Re- 


pees a Committee on Banking and Currency to accompany H.R. 10792. 

ay 

Seal Beach National Wildlife Refuge. Report from Committee on Merchant 
Marine and Fisheries to accompany H.R. 10310. May 24, 1972. 8 p. 


E _ providing funds for Committee on District of Columbia. Report from 
tt 


Committee on House Administration to accompany H. Res. 798. May 24, 


1972. 5 p. 


. Providing ag for Pog mary of investigations and studies authorized by 


eet rom Committee on House Administration to accom- 

pany H. Res, 10) May 24, 1972. 6 p. 

Interstate oil compact extension. Report from Committee = a gg and 
Foreign Commerce to accompany S.J. Res. 72. May 30, . 21 p. 

. Communicable disease control programs. Report from + hens on Inter- 
state and Foreign Commerce to accompany H.R. 14455, June 1, 1972. 


9 p. 


. Amending water resources planning act to authorize increased appropria- 


tions. Report from Committee on Interior and Insular Affairs to accom- 
pany H.R. 14106. June 1, 1972. 5 p. 


. Authorizing appropriations, fiscal year 1973, for military procurement, 


research and development, certain construction for SAFEGUARD anti- 
ballistic missile system, active duty and reserve strength, and for other 
purposes. Report together with additional views from Committee on 
Armed Services to accompany H.R. 15495. June 19, 1972. 115 p. 


. Six-month extension of Emergency unemployment compensation act of 1971. 


Report from Committee on Ways and Means to accompany H.R. 15587. 
June 21, 1972. 11 p. 


. Amending title 10 to permit appointment of certain additional persons to 


service academies. Report from Committee on Armed Services to accom- 
pany 8. 2945. June 21, 1972. 8 p. 


. America’s Maoists: Revolutionary Union, Venceremos Organization. Report 


from Committee on Internal Security, 92d Congress, 2d session ; June 22, 
1972. 1972. xi+202+ xii p. il. * Paper, $1.00. 


L.C, card 72-602220 
Consideration of H.R. 133866. Report from Committee on Rules to accom- 


pany H. Res. 1024. June 22, 1972. 1 p. 
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Agriculture Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 92d Congress. * @ Item 1010 

BB. Indemnification for livestock killed by xg?! animals, hearing 92d 
its 2d session, on H.R. 14158 and H.R. 14163, Apr. 25, 1972, 1972. 
L.C. card 72-602141 Y 4.Ag 8/1: L 75/10 

CC. Wheat and wheat food research, education, and promotion, hearing before 
Subcommittee on Livestock and Grains, 92d Congress, 2d session on H.R. 
13518, H.R. 13514, H.R. 13663, H.R. 13687 and H.R. 18717, May 8, 1972. 
1972. 1ii+ 65 p. 
L.C. card 72—602225 Y 4.Ag 8/1: W 56/28 

X. National forest volunteer program and national forest reforestation fund, 
hearings before Subcommittee on Forests, 92d Congress, 2d session, on 
HR. 7038, H.R. 13089, and H.R. 13841, Mar. 21, 1972. 1972. 1114-42 p. 
L.C. card 72—601947 Y 4.Ag 8/1: F 76/46 

Z. Beef prices, hearings before Subcommittee on Livestock and Grains, 92d 
Congress, 2d session ; Apr. 10-20, 1972. 1972. iv-+-401 p. il. 
L.C. card 72-602123 ¥ 4.Ag 8/1: B 39/5 


Appropriations Committee, House 
Washington, DC 20515 


10784 Agriculture, environmental and consumer protection appropriations for 
1973, hearings before subcommittee, 92d Congress, 2d session. + 
@ Item 1011 
L.C. card 72-601963 Y 4.Ap 6/1: Ag 8/973/pt. (nos. ) 
pt. 1. Agricultural Research Service, budget for Department of Agriculture, Farm 
Credit Aen, grace agricultural outlook, Secretary of Agri- 
culture. 1972. i i+798-+-vi Bi il. 

pt. 2. 1 Animal and Plant Health Service, Commodity Bxchange 
Authority, Consumer and Marketing Service, Cooperative State Research 
Service, Extension Service, Farmer Cooperative Service, National Agri- 
cultural Library, Packers and Stockyards Administration, Rural Devel- 
opment Service. 1972. ii+ 836+ vi 

pt. 4. Consumer programs, Food and Drug Administration: Food, Drug, and 
Product Safety, Buildings and facilities, Federal Trade Commission, 
Office of Consumer Affairs, Consumer Product Information Coordinating 
Center, National Commission on Consumer Finance, Investigative reports 
and responses: Food and Drug Administration, National Center for 
Toxicological Research, Federal Trade Commission. 1972. ii+-1118+-ix p. 


10785 Department of Transportation and related agencies appropriations for 

1973, hearings before subcommittee, 92d Congress, 2d session. 

pt. 2. Department of Transportation: St. Lawrence Seaway Development Cor- 
poration, Urban Mass Transportation Administration, related agencies: 
Civil Aeronautics Board, Interstate Commerce Commission, National 
Transportation Safety Board, Panama Canal. 1972. [2]+1209--xv p. iL 
+t @ Item 1011 
L.C. card 72—601846 Y 4.Ap 6/1 : T 68/4/973/pt.2 

10786 Departments of Labor and Health, Education, and Welfare appropriations 

for 1973, hearings before Subcommittee on Departments of Labor and 

Health, Education, and Welfare Appropriations, 92d Congress, 2d ses- 

sion + @ Item 1011 Y 4.Ap 6/1: L 11/973/pt. (nos. ) 

pt. 6. Department of Labor, related agencies, Cabinet Committee on Opportuni- 
ties for Spanish-Speaking People, Commission on Railroad Retirement, 
Federal Mediation and Conciliation Service, National Commission on 
Libraries and Information Science, National Commission on Marihuana 
and Drug Abuse, National Labor Relations Board, National Mediation 
Board, Occupational Safety and Health Review Commission, Railroad 
Retirement Board, U.S. Soldiers’ Home. 1972. ii+982-+-xili p. iL 

pt. 7. Testimony of Members of Congress and interested individuals and organi- 
zations. 1972. ii+1408-+-iv p. il. 


10787 Departments of State, Justice, and Commerce, the Judiciary and related 
agencies, appropriations for 1973, hearings before subcommittee, 92d 
Congress, 2d session. 

L.C. card 72-601778 


pt. 2, Department of State. 1972. 11+-978+v p. @ Item 1 
ante . Yeap ei: : St 2/978/pt.2 
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10788 HUD-space-science-veterans appropriations for 1978, hearings before sub- 
committee, 92d Congress, 2d session. 


pt. 3. ee omens, Department of Housing and Urban Development, testi- 
mbers of me and other individuals and organizations. 


1972, 14-1704 4-xul p. il. @ Item 1011 
L.C. card 72-60177 Y¥ 4.Ap 6/1 : H 81/2/973/pt.3 


10789 Military construction appropriations for 1973, hearings before Subcommit- 
tee on Military Construction Appropriations, 92d Congress, 2d session. 


pt. 2. Navy. 1972. ae pil. ¢ @ Item 1011 
L.C. card 72-60204 Y 4.Ap 6/1: M 59/6/973/pt.2 


10790 Public works for water and power development and Atomic Energy Com- 
mission appropriation bill, 1973, hearings before subcommittee, 92d 
Congress, 2d session. + @ Item 1011 
Y 4.Ap 6/1: P 96/14/973/pt. (nos. ) 
pt. 1. Corps of Engineers, Missouri River Division, New England Division, North 
Atlantic Division, Ohio River Division, Planning and Construction, South 
Atlantic Division, independent commissions, Delaware River Basin Com- 
mission, Susquehanna River Basin Commission. 1972. ii-+ 1068+ xvi p. il. 
Ta. card 72-—602050 

pt. 4. Atomic Energy Commission. 1972. ii+810-+ vili p. il. 

10791 Treasury, Postal Service, and general Government appropriations for fiscal 
year 1973, hearings before subcommittee, 92d Congress, 2d session. 7 


@ Item 1011 
L.C. card 72-602060 Y 4.Ap 6/1: T 71/973/pt. (nos. ) 


pt. 2. Postal Service. 1972. 1i+417+Vv Mb il, 
pt. 4. Independent agencies. 1972. ii+999-+-ix p. il. 


Armed Services Committee, House 
Washington, DC 20515 


Papers, 92d Congress. @ Item 1012 Y 4.Ar 5/2 a: 971-72/ (nos.) 

Notp.—These papers consist largely of hearings. They are paged continuously for 
binding at the end of session of Congress under title ‘“‘Hearings before Committee 
on Armed Services of the House of Representatives on sundry legislation affecting 
the naval and military establishments.” Title page, contents, and index are issued 
for each volume, 


10792 45,supp. Supplementary hearings on defense procurement authorization relating 
to SALT agreement, 92d Congress, 2d session, June 6 and 13, 1972. 


‘0 
[1972.] cover title, 12098.1-12098.92 p. * Paper, 45c. 


10793 46. Report of Special Subcommittee on Recruiting and Retention of Military 
Personnel, 92d Congress, 2d session; May 11, 1972. 1972. vi+ 12099- 


12133 p. f 
L.C. wre 72602497 
10794 53. Full committee consideration of H.R. 14537, H.R. 14542, S. 2945, H.R. 
14530, H.R. 14909, H.R. 14911, H.R. 14915, H.R. 3542, H.R. 5621, and 
H.R, 14538. June 20, 1972. p. 13601-13647 il. fF 
10795 54. Subcommittee no. 3 hearings on H.R. 14534, (H.R. 15679), to amend 
sec. 203 of title 37, United States Code to provide additional pay for 
permanent professors at U.S. Military Academy, U.S. Naval Academy, 
U.S. Air Force Academy, and U.S. Coast Guard Academy. June 1, 
1972. p. 13649-13661 
10796 Relocation of U.S. Army Intelligence School from Fort Holabird to Fort 
Huachuca, hearing before Armed Services Investigating Subcommittee, 
92d Congress, 2d session, under authority of H. Res. 201, May 10, 1972. 
1972. iii+57 p. + @ Item 1012 
L.C. card 72-602196 Y 4.Ar 5/2: In 8/5 


Banking and Currency Committee, House 
Washington, DC 20515 


10797 Commercial banks holding Treasury tax and loan account balances, Feb. 14, 
1972, staff report of Subcommittee on Domestic Finance, 92d Congress, 
2d session; May 1972. 1972. viii+-296 p. (Subcommittee print.) * Paper, 


$1.25. 
L.C. card 72-602152 Y 4.B 22/1 : B 22/24/972 
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10798 Fifteen largest United States foundations, financial structure and impact 
of Tax reform act of 1969; staff report of Subcommittee on Domestic 
Finance, 92d Congress, 1st session. July 15, 1971. 1971. v+-27 p. il. (Com- 
mittee print.) f 
L.C. card 70-614312 Y 4.B 22/1: F 82 

10799 To establish Council on International Bconomic Policy, hearing, before Sub- 
committee on International Trade, 92d Congress, 2d session on H.R. 
14412, May 31, 1972. 1972. iii+40p. + @ Item 1013 
L.O. card 72-602214 Y 4.B 22/1: In 8/23 


District of Columbia Committee, House 
Washington, DC 20515 


10800 Federal guarantee of bonds for National Capital region subway system, 
joint hearings. See District of Columbia Committee, Senate. 

Y4.D 68/1: 

108C1 Police and firemen salaries, hearings before Subcommittee on Business, 

Commerce, and Fiscal Affairs, 92d Congress, 2d session, on H.R. 12710, 


Mar. 20-May 31, 1972. 1972. vi+-230 p. il. ¢ @ Item 1014 
Y 4.D 68/1: P 75/12 


Education and Labor Committee, House 
Washington, DC 20515 


10802 Child feeding and nutrition education programs, hearing before General 
Subcommittee on Education, 92d Congress, Ist session on H.R. 5291, 
June 22, 1971. 1972. iii+70p. + @ Item 1015 
L.C. card 72-602190 Y 4.Ed 8/1: C 43/9 


10803 Wage-setting procedures under Sugar act, hearings before Subcommittee 
on Agricultural Labor, 92d Congress, 2d session, Mar. 27 and 29, 1972. 
1972. iii-+104p.il + @ Item 1015 
L.C. card 72-602122 Y4.Bd 8/1: 8u3 


Foreign Affairs Committee, House 
Washington, DC 20515 


10804 Buropean Community and American interest, report of special study mis- 
sion to Europe, Jan. 1972, by Benjamin S. Rosenthal and Donald M. 
Fraser, pursuant to H. Res. 109, authorizing Committee on Foreign 
Affairs to conduct thorough studies and investigations of all matters 
coming within jurisdiction of Committee ; Mar. 19, 1972. 1972. vii+-45 p. 
(Committee print, 92d Congress, 2d session.) f 
L.C. card 72-601095 Y4.F 76/1: Bu 7/15 


10805 Inter-American Foundation, 1st year of operations, hearing before Sub- 
committee on Inter-American Affairs, 92d Congress, 2d session, Apr. 25, 
1972. 1972. iii+80p. ¢ @ Item1017 
L.C. card 72-601961 Y4.F 76/1: In 8/51 
10806 New realities and new directions in United States foreign economic policy, 
report by Subcommittee on Foreign Economic Policy; Feb. 28, 1972. 
1972. vii+29 p. (Committee print, 92d Congress, 2d session.) f 
L.O. card 72-601089 Y4.F 76/1: F 76/49 


House Administration 5 Commnitios, House 
Washington, DC 2061 


10807 Seating of representative from 27th congressional district of Pennsylvania, 
hearings, before Subcommittee on Hlections, 92d Congress, 2d session on 
H. Res. 986, May 28, 1972. 1972. iii+-23 p. + @ Item 1018 
LO. card 72-602171 Y4H 81/83: R29 
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Interior and Insular Affairs Committee, House 
Washington, DC 20515 


[Committee hearing] serial, 92d Congress. + @ Item 1023 
Y 4.In 8/14 : 92—(nos. ) 


10808 15. Gateway area proposals, hearings before Subcommittee on National Parks 
and Recreation, 92d Congress, 1st session, on H.R. 1370, H.R. 1121 and 
related bills, June 26—July 20, 1971. 1972. vii+425 p. il. [Hearings held 
in New York, N.Y. and Washington, D.C.) 

L.C. card 72~602105 

10809 36. O Neil unit, Missouri River Basin project, Nebraska, hearing before Sub- 
committee on Irrigation and Reclamation, 92d Congress, 2d session, on 
H.R. 868, Mar. 20, 1972. 1972. v-+-131 p. 

10810 37. North Loup division, Missouri River Basin project, Nebr., hearing before 
Subcommittee on Irrigation and Reclamation, 92d Congress, 2d session on 
H.R. 869, Mar. 21, 1972. 1972. v-+130 p. 

L.C. card 72-602195 

44. Partition of Navajo and Hopi 1882 reservation, hearings before Subcommittee 
on Indian Affairs, 92d Congress, 2d session on H.R. 11128, H.R. 4753, and 
H.R, 4754, Apr. 17 and 18, 1972. 1972. vi+ 284 p. il. 
L.C. card 72—602137 


Interstate and Foreign Commerce Committee, House 
Washington, DC 20515 


[Committee hearings] series, 92d Congress. @ Item 1019 
Y 4.In 8/4: (nos.) 


10812 87f. Study of securities industry, hearings before Subcommittee on Commerce and 
rs. = Congress, 2d session. 
pe. TF. 23—Mar. 16, 1972. 1972. v+3445-4975 p. il. * Paper, $2.25. 
Pee card 73-614905 

Communicable disease control amendments, 1972, hearing before Subcom- 
mittee on Public Health and Environment, 92d Congress, 2d session, on 
H.R. 14030 and H.R. 14455, Apr. 27, 1972. 1972. iv+ 201 p. il. 7 
L.C. card 602175 

Cooley’s anemia screening and counseling program, hearing before Subcom- 
mittee on Public Health and Environment, 92d Congress, 2d session on 
H.R. 14016 5 Sy identical bills), May 23, 1972. 1972. iv+66 p. il. ft 
L.C. card 72-6021 

Cargo security, hearings before eo on Transportation and Aerv- 
nautics, 92d Con 2d session, on 5080, H.R. 9622, H.R. 10295, 
and 8 8. $42, May 18 and 28, 1972. 1972. Rh ny il. t 
L.C. card 72—602212 


Judiciary Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 92d Congress. + @ Item 1020 
Y 4.J 89/1: 92—(nos.) 

10816 25. Authorization to appropriate for administrative conference, hearings before 
Subcommittee no. 3, 92d Congress, 2d session on H.R. 13644, H.R. 13906, 
and H.R. 13987, May 4, 1972. 1972. iii+ 87 p. 
L.C. card 72602104 

10817 26. Federal employment problems of Spanish speaking, hearings before Civil 
Rights Oversight Subcommittee pg ttee no. 4), 92d Congress, 2d 
session, Mar. 8—10, 1972. 1972. iv+515 p. il 
L.C. card 72-—602187 


Merchant Marine and Fisheries Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 92d Congress. + @ Item 1021 
Y 4.M 58 : 92—(nos.) 
10818 20. Cargo for American ships, hearings before Egle on Merchant Marine 
954 C Congress, 1st session on H.R. 10694, H.R. 10923, H. Con. Res. 403 {and] 
H. Con. Res. 484. 1972. 
pt. 1. Oct. 5 Dec. 7, 1971. vili+ 549 p. 
L.C. card 72-602139 
10819 22. Predatory mammals and endangered species, hearings before Subcommittee on 
Fisheries and Wildlife Conservation, 92d Congress, 2d session on predatory 
animals H.R. 689 [and other bills], endangered species H.R. 3616 [and 
other bills], Mar. 20—Apr. 11, 1972. 1972. ix+-594 p. il 
L.C. card 72-—602184 
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Post Office and Civil Service Committee, House 
Washington, DC 20515 


[Committee hearing] serial, 92d Congress. 


10820 38. Change in pay status of tobacco graders, hearing before Subcommittee on 
Employee Benefitts, 92d Congress, 2d session on H.R. 9066, Apr. 13, 1972. 


1972. vii+28p. ¢t @ Item 1022 
L.C. card 72-601900 ¥ 4.P 84/10 : 92-38 


Ways and Means Committee, House 
Washington, DC 20515 


10821 Administration request for increase in public debt ceiling, hearings, 92d 
Congress, 2d session, June 5-6, 1972. 1972. iv+-329 p. il. + @ Item 1028 
L.C. card 72-602197 Y 4.W 36: D 35/3/972-2 


10822 Excerpts from House report 92-231 (p. 146-235, report of Committee on 
Ways and Means to accompany H.R. 1, Social security amendments of 
1971) concerning provisions relating to assistance for aged, blind, and 
disabled, opportunities for families program, and family assistance 
plan; May 26, 1971. 1971. vi+146—235 p. (Committee print, 92d Congress, 
1st session.) f Y 4.W 36: So1/31 


10823 Outline of welfare reform for needy families, excerpt from House report 
92-231, report of Committee on Ways and Means to accompany H.R. 1, 
Social Security Amendments of 1971. May 26, 1971. ii+4 p. (Committee 
print, 92d Congress, Ist session.) f 
L.C. card 72-614318 Y 4.W 36: W 45/2 


10824 Prepared statements submitted by John B. Connally, Secretary of Treasury 
and George P. Shultz, Director of Office of Management and Budget on 
tax proposals embodied in President Nixon’s new economic policy at 
public hearings beginning Sept. 8, 1971, along with supporting and 


explanatory data and tables. 1971. iii+68 p. (Committee print, 92d 
Congress, Ist session.) + Y4.W 36: T 19/56 


10825 [This entry number not used. ] 


10826 Tax proposals affecting private pension plans, hearings, 92d Congress, 2d 
session, May 8-16, 1972. 1972. 
pt. 3. May 15 and 16, 1972. xii+ 551-861 p. il. ¢t @ Item 1028 
L.C. card 72—602179 Y4.W 36: P 38/pt.3 
10827 Tax treatment of single persons and married persons where both spouses 
are working, hearings, 92d Congress, 2d session, Apr. 10 and May 1, 
1972. 1972. viii+255 p.il. + @ Item 1028 
L.C. card 72-601960 Y4.W 36: T 19/54 


REDUCTION OF FEDERAL EXPENDITURES JOINT COMMITTEE 
Washington, DC 20510 


10828 1973 budget scorekeeping report (staff report no. 3) pursuant to see. 601 of 
Revenue act of 1941, showing status of 1973 fiscal year Federal budget, 
cumulative to June 16, 1972 with summary presentation. 1972. iii+26 
p. 4° (Joint committee print, 92d Congress, 2d session.) t 

Y¥4.R 24/4: B 85/2/978/no.3 


SENATE 
Washington, DC 20510 


10829 Factual campaign information; compiled by the Senate Library. Revised 
June 8, 1972. 1972. vi+205 p. * Paper, $1.00. @ Item 998 
Y¥18: 0 15/2/972-2 
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Senate documents 


Notrr.—All Senate documents, entries for which are followed by a +, may be 
obtained from the Senate Document Room or from the issuing office. 


Senate documents, 92d Congress. 
59. Annual report to Congress of Atomic Ener rey Commission for 1971. Jan. 1972. 
xii+ 24 il. *(Available in special departmental edition, $1.50, Y 3.At 
7: 2P 94/2/971. See entry no. 10451. Sent to depository libraries in regular 
departmental edition. See entry no. 11450.) 


Senate executive documents 


Senate executive document, 92d Congress, 2d session. f 

Y 1.92/2 : (letters) 

L. ABM treaty and interim agreement and associated protocol, message from 

President of United States transmitting treaty between United States and 

Union of Soviet Socialist Republics on limitation of anti ballistic missile 

systems (ABM treaty) and interim agreement between United States and 

Union of Soviet Socialist Republics on certain measures with respect to 

limitation of strategic offensive arms (interim agreement), including 

onan 18 p. protocol, signed Moscow, May 26, 1972; June 13, 1972. 1972. 
xviii+1 

10832 M. Convention on international liability for damage caused by space objects, 
message from President of United States transmitting convention on inter- 
national liability for damage caused by space objects, signed, Washington, 
London, and Moscow, Mar. 29, 1972 ; June 15, 1972. 1972. viii+11 p. 

10833 N. Convention of tonnage measurements of ships, 1969, message from Presiden\ 
of United States ee ge F a convention on tonnage meas: 
urements of ships, 1969, wh was signed - United States, London, 

June 2%, 1969 ; June 15, 1972. 1972. vili+-48 p. il 


Senate executive reports 


Senate executive report, 92d Congress, 2d session. { Y1.92/2: rp.(nos.) 

10834 19, pt. 4. Nomination of Richard G. Kleindienst. Individual views from Committee 
on Judiciary to accompany nomination of Richard G. Kleindienst. 
May 31, 1972. 284 P; + [1] folded ieaf 
L.C. card 72—600972 

10835 , International plant protection convention. Report from Committee on 
Foreign Relations to accompany Ex. D, 84—2. June 5, 1972. 12 p. 

10836 ; Convention to prevent and punish acts of terrorism. Report from Com- 
— on Foreign Relations to accompany Ex. D. 92-1. June 5, 1972. 

D. 

10837 q Treaty with Honduras on Swan Islands. Report from Committee on 
Foreign Relations to accompany Ex. H. 92—2. June 5, 1972. 5 p 

10838 5 Convention on taking of evidence abroad. Report from yh on 
Foreign Relations to accompany Ex. A, 92—2. June 6, 1972. 5 p. 

10839 4 Extradition treaty with Argentina. Report from Committee on Foreign 
Relations to accompany Ex. F, 92-2. June 6, 1972. 4 p. 

10840 ; Partial revision of radio regulations. Report from ~~ on Foreign 
Relations to accompany Ex. B, 92—2. June 6, 1972. 


Senate reports 


Notr.—For titles of bills which these reports accompany, see Congressional 
record index. 


Senate reports on private bills, 924 Congress. + Senate Document Room, 
Capitol. @ Item 1008-B 
10841 462. Maria G. Orsini (nee Mari). pavert from Committee on Judiciary to accom- 
pany H.R. 1899. Nov. 16, 1971. 4p. 
10841A 463. Jesus Manuel Cabral. Report from Committee on Judiciary to accompany 
H.R. 1931. Nov. 16, 1971. 6 p 
10842 475. Helen Tziminadis. Report tty ‘Committee on Judiciary to accompany H.R. 
3425. Nov. 16, 1971. 5 p. 
10843 . Mrs. Crescencia Lyra nll and her minor children, Maria Minde Fe Serna, 
Sally Garoza Serna, Gonzalo Garoza Serna, asd James Garoza Serna. 
oo ba from Committee on Judiciary to accompany H.R. 3093. Feb. 17, 
10844 . Soo Yong vxwak. Report from Committee on Judiciary to accompany H.R. 
5179. Feb. 17, 1972. 5 p. 
10845 . Mrs. Hind Nicholas Chaber, Georgette Manna Chaber, Jeanette Hann Chaber, 
and Violette Hanna Chaber. Report from Committee on Judiciary to 
accompany H.R. 6506. Feb. 17, 1972. 5 p. 
10845A . William Lucas (also known as Vasilios Loukatis). Report from Committee 
on Judiciary to accompany H.R. 6912. Feb. 17, 1972. 5 p. 
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10846 629. Eleonora G. Mpolakis. Revert from Committee on Judiciary to accompany 
aS. or aon 17, 1972. 5 p. 

10847 635. Report “from Committee on Judiciary to accompany H.R. 
1824. rep 23° 1972 D. 

10848 636. Mrs. Rose Scan emenert from Committee on Judiciary to accompany H.R. 
pore Feb. 23, etry 3 p. 

10849 637. ae Carroll. Report from Committee on Judiciary to accompany H.R. 
846. Feb. 23, 197 

10850 641. Robert J. Beas. > ag Phen Committee on Judiciary to accompany H.R. 
7871. Feb. 23, 197 

10851 [This entry number not — 

10851A 674. ~— relief of Charles V Lg Report from Committee on Judiciary to 

ccompany 8. 2094. Feb. 29, 1972. 3 Dp. 


Senate ae on public bills, 92d Congress. + Senate Document Room, 
Capitol. @ Item 1008-A 
766. Establishing working capital fund for Bureau of Land Management of 
ye rtment of Interior. Report from or Bee on Interior and Insular 
airs to accompany S. 2743. Apr. 28, 1972. 3 
767. PR J Revised organic act ‘of Virgin rove dy to provide that Legislature 
of Virgin Islands shall prescribe minimum age for membership in Legis- 
aon Bepest from Committee sg Interior and Insular Affairs to accom- 
pany H.R. 9545. Apr. 28, 1972. 5 
768. Providing for disposition of ous ‘appropriated to pay judgment in favor 
of Jicarilla Apache Tribe in Indian Claims Commission docket no. 22—A 
and for other purposes. Report from Cid tap on Interior and Insular 
Affairs to accompany H.R. 9019. May 1, 1972. 1 
. Authorizing sale of certain lands of Southern Ute Indian Tribe, and for 
other purposes. Report from Committee on Interior and Insular Affairs 
to accompany S. 1140. May 1, 1972. 6 p. 
. Retroactive wage board pay. Report from Committee on Post Office and 
Civil Service to accompany H.R. 13753. May 1, 1972. 4p 
. National Guard technicians’ retirement. Report from ‘committe on Post 
Office and Civil Service to accompany S. 855. May 1, 1972.1 
. Civil service retirement. Report from Committee on Post One and Civil 
Service to accompany S. 3380. May 1, 1972. 5 p. 
. Air traffic controllers. Report from Comentiiee on Post Office and Civil Service 
to accompany H.R. 8083. May 1, 1972. 20 p. 
. Declaring that certain federally owned lands are held by United States in 
trust for Indians of Pueblo of Cochiti. Report from Committee on Interior 
and Insular Affairs to accompany 8. 538. May 2, 1972. 4 p. 
. Extension of Federal water pollution control act. Report from Committee 
on Public Works to accompany S. 3572. May 8, 1972. 2 p. 
. Providing for disposition of funds appropriated to pay judgments in favor 
of Miami Tribe of Oklahoma and Miami on of Indiana in joties 
a Commission dockets numbered 255, 256, 124—-C, D, BE and F, 
funds ———— to pay judgment in favor of Miami Tribe. ‘of 
# . in Commissioner’s docket numbered 251—A, and for other pur- 
poses. Papert from ae rs Interior and Insular Affairs to accom- 
pany H.R. 5199. May 3, 1972. 
‘ ~~ lung benefits act of 1972. | report to accompany H.R. 9212. 
ay 
. Toxic substances control act of 1972. Report of Committee on Commerce on 
8. 1478 together with supplemental views. May 5, 1972. ifi+387 p. 
* Paper, 20c. 
. Elimination of surety bonds. Report from mmittee on Post Office and 
Civil Service to accompany H.R. 13150. May] 16. 1972. 50 p. 
. Comprehensive Headstart child development and family services act of 
1972. Report together with supplemental and individual views from Com- 
a Labor and Public Welfare to accompany S. 3617. May 16, 1972. 


p 

. Amending Youth Conservation Corps act of seve. 3 Report from Committee on 
Interior and Insular Affairs to accompany §. . May 18, 1972. 18 p. 

. Authorizing appropriations for Atomic Energy yr an for fiscal year 
197 Report by Joint Committee on Atomic Energy to accompany 
S. 3607; May 23, 1972. 1972. 11+ 54 p. 

. J. Edgar Hoover Building. Report from Committee on Public Works to 
accompany S. 3568. May 23, 1972. 2 p 

. Public buildings . or, of 1972. Conference report to accompany 
8S. 1736. May 30, 1972. 16 p. 

. Pesticide control. Report from Committee on Agriculture and Forestry to 
accompany H.R. 10729. June 7, 1972. 74 p. 

. Impact of crime on small business, pt. 4. Re oe? of Select Committee on 
Small Business on effect of cargo loss, th and hijacking in trucking 
industry based on heari nge before P Bn June 25, 1970, and June 8, 
1971; June 8, 1972. 1972. ifi+ 61 p. 

a National no-fault motor vehicle insurance act. Report of Committee on 
Commerce together with minority and additional views on 8S. 945; June 20, 
1972. 1972. 111+ 108 p. 
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Aging, Special Committee on, Senate 
Washington, DC 20510 


Alternatives to nursing home care, proposal, with discussion of deficiencies 
in Federally-assisted programs for treatment of long-term disability ; 
prepared by staff specialists at Levinson Gerontological Policy Institute, 
Brandeis University, Waltham, Mass. ; Oct. 1971. 1971. v-+26 p. il. (Com- 
mittee print, 92d Congress, 1st session.) * Paper, 20c. (S/N 5270-1248). 
L.C. card 76-616399 Y4.Ag4: N 98/3 


Making services for the elderly work, some lessons from the British experi- 
ence, report, based on seminar on aging conducted in Cambridge, Eng- 
land, Sept. 1971; Nov. 1971. 1971. v+15 p. (Committee print, 92d 
Congress, Ist session.) * Paper, 15c. 

L.C. card 79-616417 Y4.Ag4: Se6/7 


Research and training in gerontology, working paper [with bibliographies ; 
prepared by Gerontological Society]. Nov. 1971. 1971. vi+73 p. (Com- 
mittee print, 92d Congress, 1st session.) * Paper, 30c. 

L.C. card 70-616404 Y4.Ag4:G31 


Appropriations Committee, Senate 
Washington, DC 20510 


Departments of State, Justice, and Commerce, judiciary, and related 
agencies appropriations for fiscal year 1973, hearings before subcom- 
mittee, 92d Congress, 2d session on H.R. 14989. 


pt. 1. 11+1289+xxiv p. i. ¢ @ Item 1033 
C. card 72-602253 Y 4.Ap 6/2: St 2/973/pt.1 


Armed Services Committee, Senate 
Washington, DC 20510 


Drug abuse in the military, hearing before Subcommittee on Drug Abuse in 
Military, 92d Congress, 2d session on 8S. 2139, S. 2999 [and] S. 1189. 1972. 
iii+-577 p.il. + @ Item 1034 
L.C. card 72-602215 Y4.Ar 5/3:D8&/3 


Banking, Housing, and Urban Affairs Committee, Senate 
Washington, DC 20510 


Defense production act amendments, 1972, hearings before Subcommittee 
on Production and Stabilization, 92d Congress, 2d session, on S. 669 and 
S. 1901, Apr. 12 and 13, 1972. 1972. iii+138 p. + @ Item 1035 
L.C. card 72-602192 Y 4.B 22/3 : D 36/3/9772 

Eisenhower Memorial, hearing, 92d Congress, 2d session, on S. 2987, May 19, 
1972. 1972. iii+25p. + @ Item 1035 
L.C. card 72-602140 Y 4.B 22/3: Hi8 

Federal financing authority, hearings, 92d Congress, 2d session, on S. 1015, 
S. 1699, S. 3001, and S. 3215, May 15-18, 1972. 1972. vi+348 p. il. f 
@ Item 1035 
L.C. card 72-602178 Y 4.B 22/3: F 49/6 


Nomination of Jeffrey M. Bucher, hearing, 92d Congress, 2d session, May 12, 
1972, on nomination of Jeffrey M. Bucher to be member of Board of 
Governors of Federal Reserve System. 1972. iii+51 p. + @ Item 1085 
L.C. card 72-602127 Y 4.B 22/3: B 85/2 


Commerce Commitiee, Senate 
Washington, DC 20510 


3 Advice to consumers on laundry detergents, report, prepared by William B. 
Spong, jr. ; Dec. 31, 1971. 1971. iii+-11 p. (Committee print, 92d Congress, 
1st session.) * Paper, 10c. 

L.C. card 72-600646 Y 4.C 73/2: D 48 
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[Committee hearing] serial, 92d Congress. @ Item 1041 
Y 4.C 73/2 : 92—(nos. ) 
10884 55. Nominations, 1972, hearings, 92d Congress, 2d session, on nominations of 
Peter G. Peterson to be Secretary of Commerce, Whitney Gillilland to be 
member of Civil Aeronautics Board, John L. Hazard to be Assistant Secre- 
tary of Transportation, Charlies J. Hanks and Ricardo A. Ratti for promo- 
tion to grade of Rear Admiral of Coast Guard, Richard EB. Wiley and 
Benjamin L. Hooks to be members of Federal Communications Commission, 
William R. Haley to be member of Transportation Safety Board, Feb. 16— 
May 23, 1972. 1972. iv+111 p. map 
L.C. card 72—602188 
10885 56. Ocean mammal protection, hearings before Subcommittee on Oceans and 
Atmosphere, 92d Congress, 2d session on S. 685 [and other bills]. 
pt. 1. Feb. 15-—Mar. 7, 1972. 1972. vii+837 p. il. * Paper, $3.00. 
L.C. card 72—602189 
10886 57. Potable waters, hearing, 92d Congress, 2d session on amendment 410 to 
S. 1478, Mar. 20, 1972. 1972. iii+ 214 p. 
L.C. card 72-602181 
10887 Treaties and other international agreements on oceanographic resources, 
fisheries and wildlife to which United States is party, prepared at 
request of Warren G. Magnuson by Legislative Reference Service, 
Library of Congress; Dec. 1970. 1970. xii+672 p. 1 pl. il. (Committee 
print, 91st Congress, 2d session.) * Paper, $3.00. Y4.0 73/2: Oc 2/2 


District of Columbia Committee, Senate 
Washington, DC 20510 


10888 Federal guarantee of bonds for National Capital region subway system, 
joint hearings before Committee on District of Columbia, Senate, and 
Subcommittee on Business, Commerce, and Fiscal Affairs, Committee on 
District of Columbia, House, 92d Congress, 2d session, on S. 2297 and 
H.R. 11877, Mar. 1 and 2, 1972. 1972. vi+228 p. il. ¢ @ Item 1036 & 
1014 
L.C. card 72-602102 Y 4.D 63/2: Su 1/2 

10889 Future use and financing of RFK Stadium, hearings, 92d Congress, 1st and 
2d sessions, Dec. 13, 1971—Apr. 18, 1972. 1972. iii+-192 p. + @ Item 1036 
L.C. card 72—602180 Y4.D 63/2: St1 


10890 Limitation on real property actions and inconsistent statements by wit- 
nesses, hearing before Subcommittee on Business, Commerce, and 
Judiciary, 92d Congress, 2d session on S. 1524 and H.R. 12410, Apr. 20, 
1972. 1972. iii+28 p. + @ Item 1036 Y 4.D 63/2: P 94/5 


10891 Nominations for Chairman and Vice Chairman District of Columbia Coun- 
cil, hearing, 92d Congress, 2d session, on nominations of John A. Nevius, 
Chairman, and Sterling Tucker, Vice Chairman, District of Columbia 
Council, Apr. 19, 1972. 1972. iii+13 p. + @ Item 1036 
L.C. card 72-602219 Y 4.D 63/2: C 83/8 


Finance Committee, Senate 
Washington, DC 20510 


10892 Child care, data and materials ; June 16, 1971. 1971. viii+-156 p. (Committee 
print, 92d Congress, Ist session.) * Paper, 65c. 
L.C. card 70-616069 Y4.F 49: C 43/2 


10893 Nomination of George P. Shultz to be Secretary of Treasury, hearing, 92d 
Congress, 2d session, May 25, 1972. 1972. iii+37 p. + @ Item 1038 
L.C. card 72-602129 Y4.F 49: Sh9 


10894 Role of United States in East-West trade, report by Senator Abraham 
Ribicoff to Committee on Finance; Aug. 10, 1971. 1971. iii+33 p. (Com- 
mittee print, 92d Congress, 1st session.) * Paper, 20c. (S/N 5270-1151). 
L.C. card 74-616318 Y4.F 49: T 67/17 
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Social security amendments of 1971, hearings, 92d Congress, Ist and 2d 
sessions, on H.R. 1, July 27, 1971—Feb. 9,1972. @ Item 1038 
L.C. ecard 70-614127 Y4.F 49: So 1/8/971/pt. (nos. ) 
pt. 2. — Jan. 20-25, 1972. 1972. xxviii+ 735-1203 p. il. * Paper, 


pt. 4. Public witnesses, Jan. 28—Feb. 3, 1972. 1972. [648] p. * Paper, $2.75. 
pt. 5. ~~ witnesses, Feb. 4-9, 1972. 1972. xxviii4-2249-2757 p. il. * Paper, 
2.25. 


pt. 6. Written testimony received, July 27-29, Aug. 2-3, 1971, and Jan. 20-31, 
Feb. 1-9, 1972. 1972. xxvili+ 2759-3464 p. il. * Paper, $3.00. 

Social security and welfare reform, summary of principal provisions of 
H.R. 1 as determined by Committee on Finance; June 13, 1972. 1972. 
ix+129 p. (Committee print, 92d Congress, 2d session.) 7 
L.C. card 72-602237 Y 4.F 49: So 1/30 


Staff data on H.R. 1: Analysis of cost of committee bill ; June 12, 1972. 1972. 
iii+58 p. (Committee print, 92d Congress, 2d session.) { 
L.C. ecard 72-602239 Y 4.F 49: C 82 


Survey of State public service job opportunities; Apr. 24, 1972. 1972. 
iii+17 p. (Committee print, 92d Congress, 2d session.) f 
L.C. ecard 72-602202 Y4.F 49: P 96/12 


Welfare alternatives, costs and coverage data prepared by Staff; May 31, 
1972. 1972. ii+3 p. (Committee print, 92d Congress, 2d session.) f 
Y4.F 49: W 45/5 


Welfare reform: Child support and paternity determination, explanation 
of Committee decisions; May 19, 1972. 1972. iii+-14 p. il. (Committee 
print, 92d Congress, 2d session.) f 
L.C. card 72-602136 Y4.F 49: W 45/3 


—— Fiscal relief for States, explanation of committee decisions; June 5, 


1972. 1972. iii+16 p. (Committee print, 92d Congress, 2d session.) f 
Y4.F 49: W 45/6 


—— Guaranteed job opportunity, explanation of committee decisions; 
Apr. 28, 1972. 1972. iii+9 p. (Committee print, 92d Congress, 2d ses- 
sion.) 7 Y4.F 49: W 45/7 


Foreign Relations Committee, Senate 
Washington, DC 20510 


China and United States, today and yesterday, hearings, 92d Congress, 2d 
session, on China today and course of Sino-U.S. relations over past few 
decades, Feb. 7 and 8, 1972. 1972. v+110 p. * Paper, 50c. (S/N 5270- 
1418). @ Item 1039 
L.C. card 72-601339 Y 4.F 76/2: C 44/9 


Legislative history of Committee on Foreign Relations, Senate, 91st Con- 
gress, Jan. 3, 1969-Jan. 2, 1971 [prepared by Lois B. McHugh, Foreign 
Affairs Division, Congressional Research Service, Library of Congress] ; 
Feb. 1972. 1972. vi+93 p. (Committee print, 92d Congress, 2d session.) 
* Paper, 40c. Y 4.F 76/2: L. 52/2/969-71 


United States and Vietnam, 1944-47, [by Robert M. Blum] staff study 
based on Pentagon papers: Apr. 3, 1972. 1972. v-+44 p. (Study no. 2. 
(Committee print, 92d Congress, 2d session.) * Paper, 25c. 

L.C. card 72-601570 Y 4.F 76/2: V 67/21/944-47 


Vietnam commitments, 1961, staff study based on Pentagon papers, [pre- 
pared by Ann L. Hollick] ; Mar. 20, 1972. 1972. v+38 p. (Study 1. Com- 
mittee print, 92d Congress, 2d session.) * Paper, 20c. 

L.C. card 72-601569 Y4¥F 76/2: V 67/20/961 
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Government Operations Committee, Senate 
Washington, DC 20510 


10907 International negotiation, impact of changing power balance, selected 
comment, compiled by Subcommittee on National Security and Interna- 
tional Operations, pur. to 8. Res. 31, 92d Cong. 1971. v+-17 p. (Committee 
print, 92d Congress, 1st session.) * Paper, 15c. 

L.C. card 72-600804 Y 4G 74/6: N 31/7 


Interior and Insular Affairs Committee, Senate 
Washington, DC 20510 


10908 Amistad National Recreation Area, Tex., hearing before Subcommittee on 
Parks and Recreation, 92d Congress, 2d session on S. 688 and S. 1295, 
Apr. 6, 1972. 1972. iv+60 p.il. + @ Item 1040 
L.C. card 72-602100 Y 4.In 8/13: Am 5 


10909 Authorize appropriations for additional costs of land acquisition for 
national park system, hearing before Subcommittee on Parks and Rec- 
reation, 92d Congress, 2d session on 8S. 2806, May 9, 1972. 1972. iii+-10 p. 
+ @ Item 1040 
L.C. card 72-602222 Y 4.In 8/13: N 21 p/4 


10910 Osage Nation of Indians judgment funds, hearing before Subcommittee 
on Indian Affairs, 92d Congress, 2d session, on S. 1456 and S. 3234, 
Mar. 28, 1972. 1972. iii+-174 p. il. * @Item1040 Y4.1n8/13:0s1/2 


10911 Redesignate Cape Kennedy as Cape Canaveral, hearing, 92d Congress, 2d 
session on S.J. Res. 198, Mar. 8, 1972. 1972. iv+-50 p. il. + @ Item 1040 
L.C. card 72-602223 Y4.In 8/18: 017k 


Judiciary Committee, Senate 


ashington, DC 20510 


10912 Communist global subversion and American security [documents submitted 
to] Subcommittee to Investigate Administration of Internal Security 
Act and other Internal Security Laws. (Committee print, 92d Congress, 
2d session. ) 
vy. 1. Attempted Communist subversion of Africa ugh Nkrumah’s Ghana. 1972. 
v+215+-vi p. il.4° * Paper, $1.75 (S/N $270 1462 
4.J 89/2 : C 73/60/v.1 
10918 Diversity jurisdiction multi-party litigation choice of law in Federal courts, 
hearings before Subcommittee on Improvements in Judicial Machinery, 
92d Congress, 1st session on 8S. 1876. 
pt. 1. Sept. 28—Nov. 17, 1971. 1972. iv+683 p. +t @ Item 1042 
Y 43 89/2: 3 97/12/pt.1 
10914 Priorities for correctional reform and S. 662, hearings before Subcommittee 
on National Penitentiaries, 92d Congress, Ist session, May 13-20, 1971. 
1972. iv+385 p. + @ Item 1042 Y4.J 89/2: 0 81/7 


10915 Reform of Federal criminal laws, hearing before Subcommittee on Criminal 
Laws and Procedures, 92d Congress, 2d session. 
L.C. card 77-612341 


pt. 8, subpt. A. Policy questions; Feb. 15-17, 1972. 1972. iv+923-1391 p. f 
@ Item 1042 Y4J 89/2: C 86/12/pt.8,subpt.A 


Labor and Public Welfare Committee, Senate , 
Washington, DC 20510 


10916 Communicable disease control amendments act of 1972, hearing before 
Subcommittee on Health, 92d Congress, 2d session, on S. 3442 and S. 3187, 
Apr. 10, 1972. 1972. iv-+251 p.il. ¢ @ Item 1043 
L.O. card 72-602186 Y4.L11/2: 0 73/5/9772 
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Comprehensive manpower reform, 1972, hearings before Subcommittee on 
Employment, Manpower, and Poverty, 92d Congress, 2d session. 
L.C. card 72—602172 
pt.1. Mar. 6 and 8, 1972. 1972. iii+-508p. +t @ Item 1043 
¥ 4.L 11/2: M 81/16/972/pt.1 
Lead based paint poisoning amendments of 1972, hearings before Sub- 
committee on Health, 92d Congress, 2d session, on S. 3080, Mar. 6-10, 
1972. 1972. vi+413 p. + @ Item 1043 
L.C. card 72-602183 Y 4.L. 11/2: P 16/972 


10919 National heart, blood vessel, lung, and blood act of 1972, hearing before 
Subcommittee on Health, 92d Congress, 2d session on 8S. 3323, Mar. 24, 
1972. 1972. iv+149 p.il. + @ Item 1043 
L.C. card 72-602174 Y 4.L 11/2: H 35/4/972 


10920 Nomination, hearing, 92d Congress, 2d session, on Michael H. Moskow, of 
New Jersey, to be Assistant Secretary of Labor, Mar. 14, 1972. 1972. 
ii+3 p. ¢ @ Item 1043 
L.C. card 72-601340 Y4.L11/2: N 72/5/972-5 


Nutrition and Human Needs, Select Committee on, Senate 
Washington, DC 20510 


Nutrition and human needs, hearings, 92d Congress. 2d session. 


pt. 1. School breakfast program survey, Apr. 10, 1972. 1972. iv+238 p. il. 
* Paper, $1.00. 2 _ 1009 
L.C. card 72—602 Y4.N 95: N 95/972/pt.1 


Post Office and Civil Service Committee, Senate 
Washington, DC 20510 


Health, insurance, hearing, 92d Congress, 1st session on 8S. 1424, May 12, 
1972. 1972. iii+40 p. ¢ @ Item 1044 
L.C. card 72-602194 Y4.P &/11: H 34/8/971 


Nomination of John Y. Ing to Board of Governors, U.S. Posta! Service, 
hearing, 92d Congress, 2d session, May 17, 1972. 1972.ii+3p. * @ Item 
1044 Y 4.P 84/11: In4 


Public Works C ittee, Senate 
Washington, DC 20510 





[Committee publications] serial, 92d Congress. 


10924 H31. Implementation of Clean air act amendments of 1970, pt. 2 (title 1), hear- 
ings before Subcommittee on Air and Water Pollution, 92d Congress, 2d 

session, Feb. 24—Apr. 11, 1972. 1972. tient cS + @ Item 1045 

96/10: 92-H 31/pt.2 


Veterans’ Affairs Committee, Senate 
Washington, DC 20510 


Drug addiction and abuse among military veterans, 1971, hearings before 
Subcommittee on Health and Hospitals, 92d Congress, Ist session, on 
S. 2108, H.R. 9265, and related veterans’ addiction treatment and re- 
habilitation bills. 
pt. 2. a t a Sept. 14, 1971. 1972. iv+[1]+319-503 p. il. ¢ @ Item 


L.C, card 72-600632 Y 4.V 64/4: D 84/971/pt.2 


Service connected disability compensation hearing, hearing before Subcom- 
mittee on Compensation and Pensions, 92d Congress, 2d session on 
S. 3338, S. 3344, S. 3074, and S. 1564, Mar. 29, 1972. 1972. iv+161 p. ¢ 
@ Item 1046-A 
L.C. card 72-602173 Y4.V 4/4: D638 
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CONSTRUCTION INDUSTRY COLLECTIVE BARGAINING 
COMMISSION 


Teamwork toward tomorrow, summary report and suggested program for 
vocational education. [1972.] [19] p. 4° ¢ Y3.C 76:2 T 22 


CONSUMER AND MARKETING SERVICE, Agriculture Dept. 
Washington, DC 20250 


Notr.—See also Agricultural Marketing Service. The name of Consumer and 
=——s Service was changed to Agricultural Marketing Service, effective Apr. 2, 
1 b 


1972 acreage marketing guide AMG (series). 
83. 1972 spring-early summer potatoes. Nov. 1971. 39 p. il. 7 A 88.26/4 : 83 


COPYRIGHT OFFICE, Library of Congress 
Washington, DC 20540 


Bulletins. @ Item 790 
L.C. card 15-26124 LC 3.3 : (nos.) 
19. a of United States courts involving copyright 191S8—24. Reprint 1972. 
xi+477 p. * Cloth, $3.50. 
20. Decisions of United States courts involving copyright 1924-35. Reprint 1972. 
xiii+947 p. * Cloth, $3.75. 
28. Decisions of United States courts fovelving copyright 1951-52. Reprint 1972. 
xi+587 p. * Cloth, $3.75. @ Item 790 
Catalog of copyright entries, 3d series, v. 23. * Paper, $50.00 a yr. (in- 
cluding semiannual issues of pts. 1-13) ; $12.50 additional for foreign 
mailing. 
L.C. ecard 6—35347 LC 3.6/5: v.23/pt.1/no.1/sec.1,2 


pt. 1. — Aa pamphlets, including serials and contributions to periodicals, 
, Jan.—June 1969. 1972. @ Item 791 
<4 i. Current and renewal registrations. x-+- 1319 p. 4° 
sec. Title index. [1] + 1321-1584 p. 4° 
Oe", 1 also sold separately on gubaxtation. * Paper, $15.00 a yr., $3.75 
additional for foreign mailing ; semiannual issue, $7.50. 


CUSTOMS BUREAU, Treasury Dept. 
Washington, DC 20226 


137th sets of revised pages to Customs regulations through Mar. 15, 1972. 
1972. [34] p. 4° [Includes amendments made by Treasury decisions 
72-51 through 72-75. Issued in looseleaf form.] * Paper, $13.00 (in- 
cluding basic book and revised pages for an indefinite period) ; $3.50 
additional for foreign mailing. @ Item 948-A 

T 17.9: 971/rev.pages 137 


DEFENSE CIVIL PREPAREDNESS AGENCY, Army Dept. 
Washington, DC 20301 


Note.—See also Civil Defense Office. The name of Civil Defense Office was changed 
to Defense Civil Preparedness Agency, effective May 5, 1972. 


FG (series). 
F-3.10. Disaster plans, too little? too late? correct this by ee ae 4 
ra emergency Poypning offered July 10-13, 1972 


1972. Re 1972.] [6] p. il. narrow 8° [Supersedes leaflet dated 


July 197 @ Item 320—-B-3 D 119.8/3: F 3.10/5 
DEFENSE COMMUNICATIONS AGENCY, Defense Dept. 
Arlington, VA 204 


National Military Command System information processing system 360 
formatted file system (NIPS 360 FFS) : User’s manual. (National Mili- 
tary Command System Support Center, [Computer system manual] CSM 
UM 15B-68.) [Issued in looseleaf form.] @ Item 315—D-1 

D 5.109: US 2/v. (nos.) 
v. 2. File structuring (FS), July 1, 1971, Change 1. Feb. 1, 1972. [48] p. 4° 
* Paper, 45c 
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National Military Command System information—Continued 

10986 ~=sav«. 4.. Retrieval and sort processor (RASP). July 1, 1971, Change 1. Feb. 1, 1972. 
[72] p. 1.4° * Paper, 65c. (S/N 0805-00 32). 

10937 v. 5. Output processor (OP), July 1, 1971, Change 1. Feb. 1, 1972. [66] p. il. 4° 
* Paper, 60c. (S/N 080 5—0029). 

10938 v. 6. Terminal processing (TP), July 1, 1971, Change 1. Feb. 1, 1972. [149] p. 4° 
* Paper, $1.50 (S/N 0805-002 5}. 

10939 v.8. Job preparation, July 1, 1971, Change 1. Feb. 1, 1972. [145] p. 4° * Paper, 
$1.50 (S/N 080 805-0027). 


DEFENSE DEPARTMENT 
Washington, DC 20301 


Annual report of Defense Supply Agency, fiscal year 1971. [1972.] cover 
title, iv+-77 p. + @ Item 314-M D7.1: 971 


Cataloging manual M (series). (Defense Supply Agency, Defense Logistics 
Services Center, Battle Creek, Mich.) [Issved in looseleaf form.] 

10941 1-7. Federal manual for supply cataloging: clap. 7; [Format, content, and 

Rees ae of Federal supply catalog pe Nov. 1970, Change 1. 

eb. 15, 1972. [49] p. 4° (AR 708-17.) * Paper, 45c. @ Item 314--A 

D 7.6/3 : 1—-7/5/ch.1 


Defense Supply Agency handbook DSAH (series). @ Item 314-A 
D 7.6/7 : (nos. ) 
4215.1. Industrial plant equipment handbook, FSC 6825: BDlectrical and elec- 
a. tee measuring and neg ig: ioe mee Apr. 1972. cover 
te ii+663 p. 4° ([Army Dept.] 3+-6625-1; [Navy Dept.] 
SUP Pub. 5543; [Air Force a Apa 78-2; ere oor! 
MCo P4870.52B.) [Issued with perforations. Supersedes DSAH 4215.1, 
SB 708-6625-1, NAVSUP pub. 5543, AFM 78-2, MCO P4370, 52A; 
Nov. 19, 1970.] * Paper, $5.00. 
Industrial plant equipment handbook: FSC 3220, woodworking 
machines. Apr. 1972. cover title, iii+89 p. 4° (SB 708-3220-1; 
[Navy Dept.] NAVSUP PUB 5500; [Air Force Dept.] AFM 78-7; 
[Marine Corps] MCO 4870.6B.) [Issued with perforations. Supersedes 
DSAH 4215.2/SB 708-3220-1/NAVSUP Pub 5500/AFM 78-7/MCO 
4870.6A, Feb. 1,1971.) * Paper, $1.00. 
Industrial plant equipment handbook: FSC 3424, 4430, Industrial fur- 
naces, ovens and heat treating equipment. May 1972. cover title, 
fii+531 p. 4° (SB 708-4430-1; [Navy Dept.] NAVSUP pub 5502; 
[Air Force Dept.] AFM 78-8; [Marine Corps] MCO P4870.8B.) 
[Supersedes DSAH 4215.4/SB 708-44380-1/NAVSUP Pub 5502/AFM 
78-8/MCO P4870.8A, June 3, 1971. Issued in looseleaf form.] 
* Paper, $4.00. 
. Industrial plant equipment handbook: FSC 4830, centrifugals, separa- 
tors and filters. May 1972. cover title, ili+42 p.4° (SB 708-4330-1; 
[Navy Dept.] NAVSUP PUB 5522; [Air Force Dept.] AFM 78-27; 
[Marine Corps] MCO P4870.28B.) [Issued with perforations. Super- 
sedes DSAH 4215.24/SB 708-4330-1/NAVSUP Pub 5522/AFM 78— 
27/MCO P4870.28A, Nov. 17, 1970.] * Paper, 60c. 
4215.46. Industrial plant equipment handbook: FSC 3411, 3412, 3414, Boring 
machines, broaching machines, gear cutting and finishing machines. 
Apr. 1972. cover title, iii+163 p. 4° (SB 708-3400-7; [Navy Dept.] 
NAVSUP Pub. 5549; [Air Force Dept.] AFM 78-51; [Marine Corps] 
MCO P 4870.55A.) [Issued with perforations. Supersedes DSAH 
4215.46/SB 708—-3400-7/NAVSUP Pub. 5549/AFM 78-51/MCO P 
4870.53, June 1,1970.] * Paper, $1.50. 
10947 5025.4. Graphic presentation [with bibliography and references]. May 1972. 
cover title, iv-+69 p. il. 4° [Supersedes DSAH 5025.4, Oct. 18, 1967.] 
* Paper, 70c. 


10948 Federal item identification guide: Fencing, architectural and related metal 
products, Apr. 1971, Change 2. May 12, 1972. [20] p. 4° (Interim FIIG 
T231 ; Defense Supply Agency, Defense Logistics Services Center, Battle 


Creek, Mich.) [Issued with perforations.] * Paper, 20c. @ Item 314-A 
D 7.6/4: F 35/ch.2 


10949 __ Miscellaneous waxes, oils, and fats, May 14, 1971, Change 1. Apr. 3, 
1972. [6] p. 4° (INTERIM FIIG T097; Defense Supply Agency, De- 
fense Logistics Services Center, Battle Creek, Mich.) [Issued with per- 
forations.] * Paper, 10c. @ Item 314-A D 7.6/4: W 36/2/ch.1 
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10950 Federal supply catalog: Consolidated master cross reference list, Jan. 1, 
1972, C-RL-1-CB 1, Change bulletin 1; [published by Defense Logistics 
Services Center]. Apr. 1, 1972. 2 v., cover title, [iv] +846 p. 4° [Issued 
with perforations.] * Paper, $200.00 a yr. (including basic list and 
supplementary material for an indefinite period) ; $50.00 additional for 
foreign mailing. @ Item 314-L D 7.20 : 972/ch.1/v.1-2 


10951 Industrial security manual for safeguarding classified information, Change 
2. Mar. 1, 1972. [26] p.4° (DoD 5220.22-M.) [Issued in looseleaf form.] 
* Paper, 25c. @ Item 319 D 3.6/3: Se 2/970/ch.2 


Military standard MIL STD (series). [Issued with perforations.] t{ 
@ Item 314-J D 7.10: (nos. ) 


188-311. Technical design standards for frequency division multi- 
plexers. Dec. 10, 1971, [published 1972]. [1]+vili+38 
p. i. 4° (SLEC.) [Supersedes of Defense Communi- 

cations sgee circular DCAC 330-175-—1.] 

188-317. Standards ong-haul communications, rom design 
and e ngineering standards and gg mage & te ical desi, 
standards for h a) frequency radio. Mar. 3) . Vili+42 
p. il. 4° (SLHC.) [Supersedes certain ee ~4 of 
e eering installation standards manual. Includes list of 

erenced documents. ] 

196C. Joint electronics type designation system, notice 1. Apr. 20, 
1972. [16] p. 4° MISC ) 

410B. Qualification of yy 10t2. personnel i a ticle and 
peneteant) ie aay 1972. ¢. 13° 1962.) (F iC.) [Super- 

MIL-STD-1309A. Definition of terms yy ‘apeatie electronic at and checkout. 
Apr. 12, 1972. woe (sl DP (FSC MISC.) [Super- 
sedes MIL-STD-1309, Dec. 20, "1966 J 

1346. Relays, selection and application, notice 3. Feb. 11, 1972. [97] 
p. il. 4° (BSC 5945.) 

1360. Fuses, fuseholders, and associated . ee selection and use 
of, notice 1. Apr. 10, 1972. [11 

1365. General design criteria for hand equipment associated with 
Pace) and weapons systems. 3 2.) vi+18 p. 4° (FSC 


DOMESTIC COMMERCE a a Commerce Dept. 


Washington, DC 
10960 Bureau of Domestic Commerce, an introduction. [June 1972.] [4]+7p.4° tf 
041.2:D71 


10961 Confectionery manufacturers’ sales and distribution, 1971; [prepared by 
Edward L. Herbert]. June 1972. iv+18 p. il. 4° * Paper, 30c. © Item 
215-D © 41.19: 971 


10962 Copper [industry report], 1971 annual statistical supplement; [Michele 
Bozzelli, editor]. June 1972. 19 p. ([Metals and Minerals Division].) 
* Paper, $1.00 a yr. (including quarterly issues); 25c. additional for 
foreign mailing. @ Item 220-A C 41.34/2:16 


ECONOMIC ANALYSIS BUREAU, Commerce Dept. 
Washington, DC 20230 


Notr.—The Beonomic Analysis Bureau was established within the Social and 
Beonomic Statistics Administration of the Commerce Department by the merging 
of the Office of Business Economics and Census Bureau, effective Jan. 1, 1972. 
10963 U.S. direct investments abroad, 1966: pt. 2, Investment position, financial 
and operating data; group 3, Preliminary report on foreign affiliates of 
U.S. reporters in U.S. industries other than manufacturing and petro- 
leum ; all industries—summary, preliminary results for pt. 2, all industry 
groups. [Apr. 1972.] ix+121 p. 4° (BEA-SUP 72-02.) [Supplement to 
Survey of current business.] + © 43.8/8 : In 8/3/966/pt.2/group 3 


ECONOMIC DEVELOPMENT ADMINISTRATION, Commerce Dept. 
Washington, DC 20230 


10864 HDA building communities with jobs. [June 1972.] 8 p. eared 8s fF 
@ Item 130-D C 46.2: 0 73/3/972 
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10965 EDA business development loans, who can borrow, how to apply. June 
1972. 15 p. narrow 8° + @ Item 130-D C 46.2: B 96/972 


10966 EDA economic development districts, job-creating program. [June 1972] 
7 p. narrow 8° f+ C 46.2: Ee 7/3/972 


10967 EDA grants and loans for public works and development facilities. [June 
1972.] 12 p. narrow 8° + @ Item 130-D C 46.2: G 76/2/9772 


10968 EDA planning grants for economic development. [June 1972] 19 p. narrow 
8° + @ Item 130-D C 46.2: G 76/972 


10969 EXDA technical assistance, what it is, how to apply. [Revised June 1972.] 
[1972.] 16 p. narrow 18° + @ Item 130-D C 46.2 : T 22/972 


ECONOMIC OPPORTUNITY OFFICE, Executive Office of 
the President, Washington, DC 20506 


Comprehensive neighborhood health services program, guidelines for proj- 
ects submitted for assistance under sec. 222(a)(4)(A) of Economic 
opportunity act, as amended (formerly sec. 211-2). [Mar. 1970.] [7]+13 
p. 4° (Health Services; [OKO guidance no. 6128-1].) Title on cover: 
Guideline, healthright programs. ft PrEx 10.8: H 34/5 


ECONOMIC RESEARCH SERVICE, Agriculture Dept. 
Washington, DC 20250 


Agricultural economic report. 
10971 225. Impact of job development on poverty in four developing areas, 1970; [by 
John A. Kuehn and others]. [June 1972.] iv+14 p. 4° [Prepared in 
cooperation with Missouri University Agricultural Experiment Station 


and Arkansas Agricultural Experiment Station.j] *t @ Item 42-C 
A 93.28 : 225 


Costs and returns FCR (series). ({Farm Production Economics Division. ] ) 


10972 82. Costs and returns, migratory-sheep ranches, Utah-Nevada, 1971; [by Wylie 
D. Goodsell and Macie Belfield]. [1972.] [2]+8 p. il. 4° ¢ A93.9/11:82 


ERS-foreign (series). 
329. Agricultural economy of Nigeria [with list of selected references ; by Snider 
W. Skinner]. [Mar. 1972.] cover title, 1i+47 p. il. 4° [Abstract and 


table of contents on p. 2 of cover; last page of text on p. 3 of cover.] f 
A 93.21/2 : 329 


EDUCATION OFFICE, Health, Education, and Welfare Dept. 
Washington, DC 20202 


Asian studies in American secondary education, report on 2 conferences 
sponsored by Association of Asian Studies and Office of Education, 
Errata.1p. + @ Item 460-A-14 HE 5.214 : 14162/errata 


10975 Educational technology, vote of confidence, [address] by S. P. Marland, jr., 
U.S. commissioner of Education, Department of Health, Education, and 
Welfare, before annual meeting of HDUCOM (Interuniversity Com- 
munications Council, Inc.), Washington, D.C., Apr. 13, 1972. 1972. 16 
leaves, 4° 7+ HE 5.8: M 34/30 


10976 5th annual National vocational and technical teacher education seminar 
proceedings, assessment of graduate programs, Oct. 25-28, 1971, Atlanta, 
Ga. ; edited by Anna M. Gorman, Joseph F. Clark [and] Benton E. Miles. 
Mar. 1972. xiii+184 p. 4° [Leadership series 35; Center for Vocational 
and Technical Education, Ohio State University, Columbus, Ohio.] 7 
@ Item 461(Rev. 1965) HE 5.2: V 85/16 


10977 Findings in National assessment science survey; by Hope Justus. Mar. 
1972. [4] p. il. 4° ([DHEW publication (OE) 72-127.]) ‘* Paper, 10c. 
@ Item 460-A-12 HE 5.212: 12084 
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Model programs, compensatory education: Higher horizons 100, Hartford, 
“ Conn. [1972.] [8]+22 p. oblong 24° (DHEW publication (OE) 72-81; 


[National Center for Educational Communication].) * Paper, 25c. 
(S/N 1780-0931). @ Item 460-A-37 HE 5.237 : 37082 


10979 ——— Mother-child home program, Freeport, N.Y. [with list of references]. 
[1972.] [3]+15 p. oblong 24° (DHEW publication (OB) 72-84; [Na- 
tional Center for Educational Communication.].) * Paper, 20c. (S/N 
1780-0929). @ Item 460-A-37 HE 5.287 : 37085 


Project R-3, San Jose, Calif. [1972.] [3]+13 p. oblong 24° (DHEW 
publication (OE) 72-90; [National Center for Educational Communi- 
cation.].) * Paper, 20c. (S/N 1780-0928). @ Item 460-A-37 

HE 5.237 : 37091 


Remedial reading laboratories, El Paso, Tex. [with list of references]. 
[1972.] [8]+16 p. oblong 8° (DHEW publication (OB) 72-18.) 
@ Item 460-A-37 HE 5.237 : 37079 


* Paper, 20c. (S/N 1780-0933). 
(Fospwcn0 [National Center for Educational Communication], nationwide 
application, research and development results, successful programs, 


practices, [1972.] [2] p. 4° folded into oblong 32° size ({[DHEW publi- 
cation (OE) 72-98.]) + @ Item 461 (Rev. 1965) HE 5.2: N 21/3 


10983 Planning techniques for local programs of vocational education [with 
bibliography ; by Joseph F.. Malinski]. [July 1972.] cover title, ii+-27 p. il. 
(Information series 63; VT 014 964.) [ERIC Clearinghouse on Voca- 
tional and Technical Education, Ohio State University, Columbus, Ohio. 
Text on p. 2 of cover.] * Paper, 30c. @ Item 461 (Rev. 1965) 

HE 5.2: V 85/18 


PREP [Putting research into educational practice] reports. .@ Item 461-C 
HE 5.89: (nos. ) 
10984 1. Instructional television facilities: guide for school administrators and board 
members [with list of aes : by Kenneth EB. Oberholtzer. [1972.] 
[2]+19 p. 4° (DHE publication (OE) 72-9; National mag | for 

Educational Communication.) [Issued with perforations. } ] °Pa 
Reading and pene environment, principal’s responsibility [wi 4 list of 
references] ; by Carl B. Smith, Barbara Carter, and Gloria Dapper. [1972.] 
(2]+28 p. il. Ye (DHEW publication (OB) 72-9.) {First printed as part 
of Treat ng ees difficulties which consisted of PREP reports 2-5, 
—as, 2. Issued with perforations.] * Paper, 40c. (S/N 

1 


Treating reading disabilities: specialist’s role [with list of references]; b 
Carl Smith, Barbara Carter, and Gloria Dapper. [1972. [21441 p. 4 
(DHEW publication (OB) 72-9; National Center for Educational Co: 
munication.) [Issued with perforations. ] * Paper, 55c. (S/N ~~? 
10987 10. Seminar on preparing disadvantaged jobs, eau handbook ; b: ao 
Banta. [197 [2]+42 p. il. HEW publication OB) 2-9, 
National Conte for Educational Communication: {Issued with perfora- 
tions.] * Paper, 55c. (S/N 1780-0987). 
10988 16. Individualized instruction with eee & by Jack V. Hdling. [1972.] 
[2]+71 p. 4° (DHEW publication (OB) 72-9; National enter for 
Educational Communication.) [Issued with perforations. ] * Paper, 75c 
(S/N 1780-0978) 
10989 Preprimary enrollment, Oct. 1970; by Gordon E. Hurd and Linda A. 
Barker. June 1971. vi+38+[1] p. il. 4° (DHEW publication (OE) 
72-8; National Center for Educational Statistics.) [Text on p. 2 of 
cover. At head of title on cover: Elementary and secondary education. ] 
* Paper, 50c. (S/N 1780-0831). \@ Item 460—A-20 
L.C. card 72-602076 HE 5.220 : 20079-70 


10990 Public policy and private schools, [address] by S. P. Marland, jr., U.S 
Commissioner of Education, Department of Health, Education, and 
Welfare, before 69th annual convention of National Catholic Educational 


Association, Philadelphia, Pa., Apr. 3, 1972. 1972. 11 leaves, 4° + 
HE 5.8: M 34/29 


Right to read, 1776-1976 [series commissioned by] National Reading 


Center. 


10991 9. Word games. [1972.] [6] p. narrow 8° * Paper, $5.00 per 100; st 
10c. (S/N 1780-0074) Pon 5.2: Be WX) 
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10992 Special section: Careers and the community college. Mar. 1972. [24] p. il. 
large 4° ({DHEW publication (OE)-72-124.]) [Reprinted from 
American education, Mar. 1972.] * Paper, 25c. @ Item 460—A-80 

HE 5.280: 80077 

10993 Vocational education planning, manpower, priorities, and dollars [with list 
of references; by] Robert C. Young, William V. Clive, [and] Benton E. 
Miles. 1972. xiii+181 p. il. 4° (Research and development series no. 68.) 
[PRIC Clearinghouse on Vocational and Technical Education, Ohio State 
University, Columbus, Ohio. Final report project conducted under Project 
7-0158, Grant OEG-—3-—7-000158-2037.] * Paper, $1.50. @Item 461 
(Rev. 1965.) HE 5.2: V 85/17 


EMERGENCY PREPAREDNESS OFFICE, Executive Office of 
the President, Washington, DC 504 


Disaster preparedness, report to Congress: v. 2. Jan. 1972. cover title, 
{[1]+26 p. 4° f 
L.C. eard 72-601507 PrEx 4.2: D 63/2/v.2 
10995 —_ y, 8 [with bibliographies; composed by Disaster Preparedness Study 
Group, President’s Office of Emergency Preparedness]. Jan. 1972. cover 

title, [1] +143 p.il.4° + 
L.C. card 72-601507 PrEx 4.2: D 63/2/v.3 


EMPLOYMENT STANDARDS ADMINISTRATION, Labor Dept. 
Washington, DC 20210 


Notr.—The Employment Standards Administration, was established by Secre- 
tary’s Order 13-71, effective April 28, 1971. 


Labor law series. 
4—A. State minimum wage laws, chartbook on basic provisions. May 1972. cover 
B L 36.10: 4—A 


title, 11 p. oblong 8° + @ Item 764— 36. 
ENGINEERS CORPS (Army), Defense Dept. 


Notp.—Orders or requests for publications of the Bngineers Corps, other than 
those sold by the Supt. of Documents or by Division and District Engineers in other 
cities, should be addressed to the Department of the Army, Office of Chief of Engi- 
neers, Publications Depot, 4300 Wheeler Ave., Alexandria, VA 22304. 


Coastal Engineering Research Center: Miscellaneous paper. 


1-72. Groins, annotated bibliography ; by J. H. Balsillie and R. O. Bruno. ae. 
1972. vi+249+ [5] p. 4° ? (Limited distribution), Coastal Engineering 
Research Center, 5201 Little Falls Road, N:W., Washington, DC 20016 
L.C. card 72—602112 D 103.42/2: 1-72 


Cold Regions Research and Engineering Laboratory, Hanover, N.H.: Spe- 
cial report. { D 103.33/2 : (nos.) 
165. Terrain and coastal conditions on Arctic Alaskan coastal plain, Arctic 

environmental data package, supp. 1 [with list of literature cited; by] 
Paul V. Sellmann [and others]. Mar. 1972. vii+74 p. il. 4° ([CRREL.]) 
[Prepared for Advanced Research Projects Agency, ARPA order 1615.] 

166. Fog drop measurements at Barrow, Alaska [with list of literature cited ; 
by] Motoi Kumai and R. ¥. Glienna. Mar. 1972. iii+17 p.il.4° [Prepared 
under ARPA order 1615; DA project 1T061102B552A. ] 

168. Microbiology of terrestrial crude oil degradation [with list of literature 
cited; by; Patrick G. Huuat. Apr. 1972. iii+13 p. il. 4° [DA task 
4A061101A91D03. ] 

169. Analysis of major cationic constituents of 1964-69 snow accumulations at 
dye sites 2 and 3, Greenland [with list of literature cited; by] S. DB. 
Ragone and C. A. Wolf. Apr. 1972. iii+9 p. il. 4° [Grants AG 104 and 
AG 212. Prepared for National Science Foundation. ] 


Construction Engineering Research Laboratory, Champaign, Ill. : Technical 


manuscript. 

M-12. Fiber reinforced concrete, general discussion of field problems and applica- 
tions; by B. H. Gray. Revised Apr. 1972. [1972.] iii+14+[3] p. 4° 
# Paper, $3.00. D 108.53/2 : M-12 
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Construction Engineering Research Laboratory, Champaign, Ill. : Technical 
report. 
T-1, a Or of toate for Butt splicing rebars [with list of references] ; 
D. Ford. Apr. 1972. [1] +vii+29+ [3] p. il. 4° 4 Paper, $3.00. 
103.53 : T-1 
Floods, how to avoid damage: Jefferson Borough, Pa. June 1971. [2] p. il. f° 
folded into narrow 8° size. [Prepared from data in Flood plain informa- 
tion Peters Creek, Jefferson Borough, Pa.] tf D 103.47/2: J 35/5 


5 Shore protection guidelines, part of National shoreline study conducted by 
Corps of Engineers. Aug. 1971. [2]+59 p. il. 4° #7 D 108.2: Sh 7/2 


Stages and discharges of Mississippi River and tributaries in Memphis Dis- 
trict, 1970. Army-MRC, Vicksburg, Miss. [1972.] xiv-+224 p.il.4° (Army 
Engineer District, Memphis.) + Paper, $1.25, District Engineer, Depart- 
ment of Army, Memphis District, Corps of Engineers, 668 Clifford Davis 
Federal Building, Memphis, TN 38103 D 108.45/2 : 970 


U.S. Army Engineer District, Los Angeles, Calif. : Report. 
1-109. Supercritical flow in curved channels, hydraulic model investigation ; 
[prepared by D. A. Barela]. Army-MRC Vicksburg, Miss., Mar. 1972. 
[98] p. iL 4¢ ¢ D 103.59 : 1-109 


Waterways Experiment Station. 
Note: Unless otherwise indicated, publication may be ordered from Waterways 
Experiment Station, Vicksburg, MS, (price upon application). 
Waterways Experiment tSation : Miscellaneous papers. 
D 108.24/4 : (letters—nos. ) 
N-72—-4. Vulnerability of underground POL storage facilities: Event Dial Pack 
project LN 313 [with list of references]; by F. W. Skinner, jr. 
Army-MRC Vicksburg, Miss., Apr. 1972. 46+ [2] p. il. 4° [Spon- 
sored by Office, Chief of Engineers, Army.] 
S-72-7. Application of model theory to design and evaluation of airfield pave- 
ment [with list of literature cited] ; by Y. T. Chou, O. O. Thompson. 
Army-MRC Vicksburg, Miss., Mar. 1972. [78] p. 9 tab. [Sponsored 
- by Office, Chief of Engineers, Army.] 
S-72-11. Damping capacity of soil during dynamic loading: rp. 1, Review of 
mathematical material models [with bibliographies]; by B. Rohani. 
Army-MRC, Vicksburg, Miss., Apr. 1972. vii+37+A7+ [4] p. il. 4° 
[Sponsored by Office, Chief of Engineers. Project 4A061102B52H, 
task 01, work unit 012.] 


Waterways Experiment Station : Technical report. 


M-72-1. Studies of dynamics of tracked vehicles [with list of literature cited] ; 
by A. S. Lessem, [and] N. R. “we jr. Army-MRC Vicksburg, 
Miss., June 1972. ix+31+[2] p. 8 pl. 4° [Sponsored by U.S. 

Army Materiel Command. Project irosi1GaBonA, pe Ay 
/2:M-72-1 


ENVIRONMENTAL PROTECTION AGENCY 
Washington, DC 20460 


Agriculture and the environment, address by John L. Buckley, Deputy 
Director, Office of Research and Monitoring, to Cornell Conference on 
Agricultural Waste Management, Syracuse, N.Y., Jan. 31, 1972. [1972.] 
[12] p. narrow 8° + @ Item 431-I-6 HP 1.10: B 85 


11013 Current laws, statutes and executive orders [16-ring binders]. [1972.] 
* Plastic, $23.25 per set of 3 binders @ Item 431-—L-2 
EP 1.5: L 44/972/bind. 


[This entry number not used. ] 


Public hearings on noise abatement and control; conducted by Office of 
Noise Abatement and Control: v. 3, Urban planning, architectural design, 
and noise in home, Dallas, Tex., Aug. 18-19, 1971. [1972.] v-—174 p. 
* Paper, 75c. @ Item 431-I-1 
L.C. card 72-601279 HP 1.2: N 69/3/v.3 
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Solid waste management series SW-—(series). 


11016 80ts.1. Automobile cycle, environmental and pees reclamation problem [with 
list of references]. 1972. vi+-115 p. iL [Revision of study prepared 
for President’s Council on avaldemsontel Quality.] * Paper, pared 
@ Item 431-I-7 
L.C. card 72—602265 EP 1.17 : 80 ts.1 


Water pollution control research series. @ Item 473—-A-1 EP 1.16:(nos.) 


11022 DEI 05/72. Sewer bedding and infiltration, Gulf Coast area [with lists 
of references]; by John K. Mayer, Frank W. Macdonald 
and Stephen E. Steimle, Tulane em New Orleans, 
La. May 1972. xiv+183+ [1] p. il. 4° (Office of Research 
and Monitoring.) [Contract 80—04—-68.] * Paper, 50. 

12020 EXG 03/72. Effect of chlorination on selected organic chemicais [with 
list of references] ; rf Manufacturing Chemists Associa- 
oe. bese oy ton, D.C. Mar. 1972. viii+103+-[1] p. il. 4° 

aper 
L.C. card 72-602198 

12040 EEL 02/72. Reverse osmosis concentration of dilute pulp and Fs 
effluents [with list of peepreness} | b verill J 4 
George A. Dubey and I. K. Bansal, Pul ) at Bae 
Research League and Institute of Paper — a mpvle. 
ton, Wis. Feb. 1972. xvii+358+ [1] p fice of 
Research and Monitoring.) [Contract PWPRD es 68. ] 
* Paper, $2.75. 

16060 DDZ 07/71. Study ~¥ reutilization of wastewater recycle through ground- 
water [with list of references] ; by Doyle F. Boen, James 
H. Bunts, jr., Robert J. Currie, Kastern Municipal Water 
District, Hemet, Calif. July 1971. (Research and Mon- 
— rey ce. ) 

fit + 190-4 [1] p.il.4° * Paper, $1.25. 

L.C. card 72—60178 


16060 DRV 03/72. Renovating pred can she. sewage by ground water recharge with 
infiltration basins [with bibliographies]; by erman 
Bouwer, R. C. Rice, and E. D. Escarcega, U.S. Water 
Conservation Laboratory, Agricultural Research Service, 
U.S. Department of Agriculture, Phoenix, Ariz. Mar. 1972. 
(Office of Research and Monitoring.) Cerise 16160 
DRV, (formerly WPD—-140—08).] * Paper, $ 
L.C. card 72—-602258 

16060 ELJ 03/72. Density induced mixing in confined aouifers [with list of 
references]; by L. W. Gelhar [and others] Ralph M. 
Parsons Laboratory for Water Resources and Hydro- 
dynamics, Department of Civil Engineering, Massachu- 
setts Institute of ee Cambridge, Mass. Mar. 1972. 
aT 30+ [1] p. il. ce of Research and Monitor- 
ing.) * a $1. 25. 

card 72-662199 

16060 ERU 12/71. Ground water pollution in Arizona, calternte, Nevada, and 
Utah [with nog = wet by Dean K Fuhriman and 
James R. Barton, an, Barton & Associates, Provo, 
Utah. Dec. 1971 ipubtianed 1972.] x+249+ [1] p. il. 4° 
(Office of Research and Monitoring.) [Contract Pia-12- 
619.) ° reper ee — 
L.C. card 72—60224 

18050 DBM 02/72. Lake Superior periphyton in relation to yy # uality [with 
Se earaeny 2 y T. A. Olson, and T. aug, Univer- 
sity of thecots, School of Public att Minneapolis, 
and aT; yom of Biology, Duluth. Feb. 1972. xxi-+ 253 
32/50 [2] p. il. 4° [Formerly project WP-—00828.] * Paper, 


ENVIRONMENTAL RESEARCH LABORATORIES, Commerce Dept. 
Boulder, CO 80302 


11025 Collected reprints of Wave Propagation Laboratory (May 1967-Dec. 31, 
1969) [with lists of references]. Boulder, Colo., Nov. 1971. [593] p. il. 4° 
* Paper, $4.50 (S/N 0323-0003). @ Item 208-B-10 © 55.612/2 : 967-69 


EXPORT MARKETING SERVICE, Agriculture Dept. 
Washington, DC 20250 


11026 Orderly liquidation of stocks of agricultural commodities held by Com- 
modity Credit Corporation and expansion of markets for surplus agri- 
cultural commodities, annual report by Secretary of Agriculture in re- 
sponse to sec. 201(b), Public law 540, 84th Congress. May 1972. cover 
title, iv-+50 p. il. 4° 7 A 99.9 : 972 
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FEDERAL AVIATION ADMINISTRATION, Transportation Dept. 
Washington, DC 20553 


Federal aviation regulations: v. 1, pt. 1, Definition and abbreviations. 
May 1969. [62] p. 4° [Issued in looseleaf form. Consolidated reprint 
incorporates transmittals 1-5.] * Paper, $1.50 (including basic volume 
and supplementary material for an indefinite period) ; 50c. additional 
for foreign mailing. @ Item 431-C-13 TD 4.6/3: v.1/rep. 


v. 9. July 1970, [reprinted 1972]. cover title, [342] p.4° * Paper, $3.50 
(including basic volume and supplementary material for an indefinite 
period) ; $1.00 additional for foreign mailing. @ Item 431—C-13 

TD 4.6/3 : v.9/rep. 
Includes: pt. 61, Certification, pilots flight instructors—pt. 63, Certification, 
flight crewmembers other than pilots—pt. $5, Certification, airmen other than 
flight crewmembers—pt. 67, Medical standards and certification—pt. 141, Pilot 
schools—pt. 143, Ground instructors—pt. 157, Aviation maintenance technical 
schools. 
Military air traffic forecast, 1972-83. Nov. 1971. cover title, i+48 p. il. 4° 
(Office of Aviation Economics.) f 
L.C. card 77-616497 TD 4.2: M 59/972-83 


FEDERAL COMMUNICATIONS COMMISSION 
Washington, DC 20554 


FCC in fiscal 1971. [1972.] [19] p.il.4° + @ Item 285 
CC 1.2: £ 31/2/971-2 
Federal Communications Commission reports, decisions and reports, v. 30, 
2d series, June 25-Aug. 19, 1971. 1972. xxvi+1063 p. il. 4° * Cloth, $5.50 
(S/N 0400-0261). @ Item 284 CC 1.12/2: su 


Federal Communications Commission, 37th annual report, fiscal year 1971, 
updated to include important events occurring after close of fiscal year. 
[1971.] xii+286 p. il. 4° * Paper, $2.75 (S/N 0400-0260). @ Item 283 

CC 1.1: 971 


FEDERAL DEPOSIT INSURANCE CORPORATION 
Washington, DC 20429 


Changes among operating banks and branches, 1971. [1972.] cover title, 
151 p. 4 Ff Y3.F 31/8: 2 B 22/6/971 


FEDERAL HOUSING ADMINISTRATION, Housing and Urban 
Development Dept., Washington, DC 20411 


FHA regulations: [Home mortgage regulations, amendment to sec. 235]. 
[8] p. ([FHA 3000.]) [Includes Homes regulations transmittal 88, Apr. 
1972. Issued with perforations.] {f HH 2.6: M 84/7/970/trans.88 


FEDERAL MARITIME COMMISSION 
Washington, DC 20573 


SP (series). 


72-8. Remarks by Helen Delich Bentley, Chairman, Federal Maritime Commission, 
before Rudder Club, Inc., 8th annual international maritime night dinner, 
Brooklyn, N.Y., Apr. 12, 1972. 1972. 1-4A, 5-8 p.4° f FMC1.9: 72-8 


FEDERAL POWER COMMISSION 
Washington, DC 20426 


FPC P (series). 


41. World power data, ageney of electric generating plants and production of 
electric energy, 1969 ; [prepared by Bureau of Power]. [Mar. = 1 are 
p. il. 4° * Paper, 80c. @ Item 435-D 
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11037 Regulations under Federal power act, Mar. 31, 1964; Jan. 20, 1972. [1972.] 

[67] p. [Includes transmittal sheet 1. Issued in looseleaf form.] 

* Paper, $1.50 (including basic volume and supplementary material for an 
indefinite period) ; 75c. additional for foreign mailing. @ Item 439 

FP 1.7: P 87/2/970/trans.1 


11038 Report of Federal Power Commission on transmission of electric power 
[with bibliographies]; prepared by Transmission Technical Advisory 
Committee for National Power Survey. Feb. 1971. [1]+xv+192 
ni. ¢ 
L.C. card 72-616371 FP 1.2: El 2/15 


FEDERAL REGISTER OFFICE, General Services Administration 
Washington, DC 20408 


Code of Federal regulations, revised as of Jan. 1, 1972. [1972.] [Contains 
codification of documents of general applicability and future effect as of 
Jan. 1, 1972, with ancillaries.] * Paper, $195.00 a year, $50.00 additional 
for foreign mailing ; single copies vary in price. @ Item 572 
2. Congress; [title] 3, the President. vi+644 p. il.4° * Paper, $2.75. 

GS 4.108 : 2-3/972 
Agriculture, pts. 53-209. vi+766 p. il. * Paper, $3.25. 
GS 4.108: 7/pt.53-209/972 


a 
7. Agriculture, pts. 750-899. vi+287 p. * Paper, $1.25. 
: GS 4.108 : 7/pt.750—899/972 


Agriculture, pts. 1200-1499. vi+524p. * Paper, $2.00 
GS 4.108 : 7/pt.1200—1499/972 


20. Employees’ benefits, pts. 400—end. vi+ 739 p. il. as ates: ay ¥ a/or2 
00—en 


26. Internal revenue, pt. 1 (sec. 1.1201- -, aay 4 s Paper, 
4.108 : 26/pt.1(sec.1. 1201—end) /972 


29. Labor, pts. 500-899. vi+733 p. * Sean 98.00. 
GS 4.108: a! 97 .500—-899/972 
31. Money and finance: Treasury. vi+574 p. * Paper, $2. a 4.108 : 31/972 
. National defense, pts. 40-399. vi+650 p. * Paper, $2.7 
GS 4. 108: 82/pt.40--399/972 


32. National defense, pts. 800-999. vi+549 p. * Paper, $2. 
Ss 4. 108. "32/pt. 800- re tg 


41. Public contracts and property management, chap. 18. vii+930 p ee 
$3.75. =" 108: 41/ehap. "187 72 


46. Shipping, pts. 1-65. vi+623 p. il. 4° * Paper, $2.7 
os 4.108 : 46/pt.1—65/972 


FEDERAL RESERVE SYSTEM BOARD OF GOVERNORS 
Washington, DC 20551 


11051 Banking and payments mechanism, remarks of George W. Mitchell, Mem- 
ber, Board of Governors of Federal Reserve System, at annual meeting 
of Association of Reserve City Bankers, Boca Raton, Fla., Apr. 11, 1972. 
1972. [1]+13 p. 4° + FR 1.23: M 69/64 


11052 Changes in bank lending practices, 1971. [1972.] p. [375-379] 4° [Re- 
printed from Federal reserve bulletin, Apr. 1971.] ¢ 
FR 1.3/a : L 46/5/971 


11053 Changes in time and savings deposits. Oct. 1971-Jan. 1972; [prepared by 
Caroline H. Cagle]. [1972.] p. 363-374 4° [Reprinted from Federal 
reserve bulletin, Apr. 1972.] + FR 1.3/a: D 441/11/971-72 


11054 Commercial bank lending abroad and U.S. balance of payments, remarks 
by Andrew F. Brimmer, Member, Board of Governors of Federal Reserve 
System, before Symposium on International Monetary System in Transi- 
tion, sponsored by Federal Reserve Bank of Chicago, Chicago, IIl., 
Mar. 16, 1972. 1972. [1] +20+ [5] p. 4° f FR 1.23: B 77/81 


11055 58th annual report, Board of Governors of Federal Reserve System [calen- 
dar year 11971. [1972.] [8]+-vii+332 p. il. + FR 1.1: 971 


11056 Financial developments in 4th quarter of 1971. [1972.] p. 95-103, il. 4° 


{Reprinted from Federal reserve bulletin, Feb. 1972.] + 
FR 1.3/a: F 49/10/971-4 
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11057 Member bank income, 1971. May 1, 1972. [2] p. f° (Federal Reserve Statis- 
tical release C.4.) fF FR 1.11/38: 971 


11058 Progress and productivity, remarks of John EB. Sheehan, member, Board 
of Governors, Federal Reserve System before D.C. Bankers Association, 
June 9, 1972, Hot Springs, Va. [1972.] [1]+14 p.4° #+ FR 1.23: Sh3 
11059 Some essentials of international monetary reform, remarks of Arthur F. 
Burns, Chairman, Board of Governors of Federal Reserve System before 
1972, International Banking Conference, Montreal, Canada, May 12, 
1972. 1972. [11+14 p. 4° fF FR 1.23: B 98/12 


FEDERAL SUPPLY SERVICE, General Services Administration 
Washington, DC 20405 


Federal standard. [Issued with perforations. ] 


11060 123C. Marking for domestic shipment (civil agencies). Apr. 20, 1972. 5 p. il. 4° 
(FSC PACK.) [Supersedes Int. Fed. Std. 00123B, Aug. 16, 1971, Fed. 

Std. 123A, June 29, 1970.] + Paper, 10c. @ Item 563 
GS 2.8/3: 123 C 


FOOD AND DRUG ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 


11061 FDA interim index to evaluations published in Federal register for NAS— 
NRC reviewed drugs, v. 2. Dec. 31, 1971 [published 1972]. 181 p. oblong 
8° (FDA 72-3024; Bureau of Drugs, Drug Efficacy Study Implementa- 
tion Project Office.) * Paper, $1.50. @ Item 475 

HB 20.4002 : D 84/4/v.2 

11062 Flammable fabries, 3d annual report [to President and Congress on studies 
of deaths, injuries and economic losses resulting from accidental burning 
of products, fabrics, or related materials, fiscal year 1971]. [1972.] cover 
title, [9]+150 p. il. 4° ([DHEW publication (FDA) 72-7013; Bureau 
of Product Safety.]) [Some illustrations are colored.] * Paper, $1.75. 
@ Item 475-0 HE 20.4020 : 971 


FOREIGN AGRICULTURAL SERVICE, Agriculture Dept. 
Washington, DC 20250 


[Foreign Agricultural Service, miscellaneous], FAS—M (series). + 
A 67.26 : (nos. ) 


11063 198. How U.S. cotton is sold for export; [by Guy A. W. Schilling]. May 1972. 
cover title, [2] +37 p. 4° 

11064 241. South America’s tobacco industry ; [prepared by Ivy Quackenbush, Robert 
W. Johnson [and] Joseph R. Williams]. Mar. 1972. cover title, [2]+22 
p. 4° ([Tobacco Division.]) [Supersedes FAS—-M—139, Aug. 1962.] 


FOREIGN ECONOMIC DEVELOPMENT SERVICE, Agriculture Dept. 
Washington, DC 20250 


FEDS staff paper. 


11065 7. Improving marketing systems in developing countries, approach to identifying 
problems and strengthening technical assistance [with list of footnote 
references ; by Martin Kriesberg, Howard Steele]. [Feb. 1972] vi+85 p. il. 4° 
[Prepared in cooperation with Agency for International Development.] ft 
@ Item 77—A-2 A 100.10: 7 


FOREST SERVICE, Agriculture Dept. 
Washington, DC 20250 


11066 American woods: Common persimmon [Diospyros virginiana ; with list of 
references ; by Louis C. Maisenhelder]. Apr. 1971.6 p.il.4° (FS-250.) f 
@ Item 80-A A 13.31: P 43/971 


11067 Construction guides for exposed wood decks [with list of references] ; by 
L. O. Anderson, T. B. Heebink, and A. E. Oviatt. [Oct. 1971.] [2]--iii+78 
p. il. 4° .(Pacific Northwest Forest and Range Hxperiment Station, 
Portland, Oreg.) + A 13.62/2:C 76 
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11068 Cooperative forest fire control expenditures by source of funds, Clarke- 
MeNary law, sec. 2, fiscal year 1971, preliminary data. Feb. 1972. 1 p. 
oblong 8° (3130; Cooperative financing expenditures, C-M 2; Division 
of Forest Fire Control.) f A 13.2: F 51/49/971-2/ prelim. 


11069 Forest and windbarrier planting and seeding in United States, 1971 report. 
(1972.] [2]+6 p. 7 tab. 4° 7f A 13.51/2: 971 


Forest pest leaflets. 
134. Bastern wre x [with list of references; by] io: :. Wilson. 
May 1972. 6 p. il. @ Item 82-A 3.52 : 134 


Oak symposium tii [West Virginia University, Morgantown, 
W. Va., Aug. 16-20, 1971; with lists of literature cited]. 1971. cover title, 
[4]+161 p. il. (Northeastern Forest Experiment Station, Upper Darby, 
Pa.) [Accompanied by abstract cards.] ¢ 
L.C. card 70-614209 A 13.42/2: Oa 4 


11072 Publications for 1971, Pacific Southwest Forest and Range Experiment 
Station. [1972.] 14 p.4° f A 13.62/11: 971 


Research note PNW-(series). (Pacific Northwest Forest and Range 
Experiment Station, Portland, Oreg.) f¢ A 13.79: PNW-(nos. ) 
PNW-169. Streamflow nitrogen loss following forest erosion control fertilization 
2 _ of literature cited] ; by G. O. Klock. Nov. 1971. cover title, 
p. il. 4° 

PNW-170. Evaluation of R—55 and mestranol to protect a seed from 
deer mice [with list of literature cited] ; by Glenn L. Crouch and 
M. Radwan. Dec. 1971. 6 p. 4° 

PNW-171. Midsummer foliage sprays on Y emameeced and thimbleberry; by H. 
Gratkowski. Dec. 1971. 5 p. il. 4° 

PNW-172. Effect of cattle and big game grazing on pepercose pine plantation 
[with list of literature cited]; by Paul J. Edgerton. Dec. 1971. 
cover title, 8 p. il. 4° 


Research note SO-(series). (Southern Forest Experiment Station, New 
Orleans, La.) + A 13.79 : SO—(nos.) 


SO-136. Chemical contents of southern hardwood ae and seeds [with list of 
literature cited ; by] F. T. Bonner. 1971. 3 p. 4 

SO-137. Sit index table for shortieat pine in Boston a ntaien of Arkansas; [by] 
Edwin R. Ferguson and David L. Graney. 1972. 4 p. 4° 

SO-138. System for measuring and computing ephemeral runoff from small 
watersheds [with list of literature cited; by] P. D. Duffy and T. R. 
Dell. 1972. 4 p. 4° 

SO-139. Precommercial thinning of direct-seeded loblolly pine ; [by] R. EB. Lohrey. 
1972, 4 p. il. 4° 

SO-140. Browse resources of Ouachita National Forest in Arkansas [with list of 
+ read a by] Charles A. Segelquist and Richard B. Pennington. 

.4p. 4° 


Research paper NE-(series). (Northeastern Forest Experiment Station, 
Upper Darby, Pa.) f¢ A 13.78 : NE-(nos.) 

11082 NE-—226. Forests and floods in Bastern United States [with list of literature 
cited] ; by Howard W. Lull and Kenneth G. Reinhart. 1972. [4] +94 p. 
[Abstract card inserted. ] 

11083 NE-229. SOLVB, Computer program for determining maximum value of hardwood 
sawlogs [with list of literature references]; by Edward L. Adams. 
faa title, 54 p. il. 4° [Text on p. 2 of cover. Abstract cards 
nse’ 


11084 NE-236. Tree condition and mortality following defoliation by gypsy moth; by 
Robert W. Campbell and Harry T. Valentine. 1972. cover title, (1]+ 
831 p. 4° [Text on p. 2 of cover. Abstract cards inserted.] 


Research paper PNW-(series). (Pacific Northwest Forest and Range 


Experiment Station, Portland, Oreg.) + A 13.78: PNW-(nos.) 


PNW-123. Primary productivity of young Tsuga heterophylla stand and some 
speculations about biomass of forest communities on Oregon Coast 
ie Pe 7 — cited ; by] Takao Fujimori. 1971. cover title, 

Pp. 


PNW-124. Partial cutting of western hemlock and Sitka pease in southeast 
ka [with list of literature cited; by] Wilbur A. Farr [and] 
A. 8. Harris. 1971. cover title, {1} +410 p. il, 4° [Abstract cards 
inserted. ] 
PNW-125. Habitat characteristics of Silver Lake mule deer range tree list “ 
literature ci by] J. Edward Dealy. 1971. [4]+99 p. il. [Abstrac 


; 


ecards attached. 
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PNW-126. Fire season climatic zones of mainland Alaska ; [by] William M. Trigg. 
1971. 12 p. il. 4° = ( Mes gg in cooperation with National Weather 
Service, jational Oceanic and Atmospheric Administration, U.S. 
Department of Commerce, Fairbanks, Alaska.]) [Text on D. 2 of 
cover. Abstract cards attached.] 
PNW-128. Solty bark as soil amendment Wi th list of literature cited by] W. B. 
Bollen, 1971. cover title, 16-+-['1] p. 4° 


Research paper RM-(series). (Rocky Mountain Forest and Range Experi- 
ment Station, Fort Collins, Colo.) ft A 18.78 : RM-—(nos.) 
RM-83. he characteristics and utilization of —~ aS woodland tree es in 
pemene. oe ie he cee iy Roland L. Barger and Peter F. 
] p. il. 4° [Research conducted at 
Foratadt in cooperation with Northern Arizona University. Text on 
p. 2 of cover.] 
11091 RM-85. Key to shelterbelt insects in northern Great Plains [with selected 
arm Cea | : oft John D. Stein and Patrick C. Kennedy. Mar. 1972. 
Seay [Text on p. 2 of cover. Some illustrations are 


Research paper OE (Southern Forest Experiment Station, New 
Orleans, La.) f A 13.78: SO-(nos.) 
SO—68. Fusiform rust in loblolly and slash pines after cultivation and fertilization 
[with list of literature cited; by] R. J. Dinus and R, C. Schmidtling. 
1971. cover title, 10 p. il. [Abstract card inserted.] 

SO-69. Barly yields of slash pine planted on cutover site at various spacings ; 
[by] W. F. Mann, jr. 1971. cover title, 16 p. iL 

SO-70. Yields of 17-year-old loblolly pine planted on cutover site at various 
spacings; [by] W. F. Mann, jr. and T. R. Dell. 1971. cover title, 9 p, iL 
[Page 9 of text appears on p. 3 of cover. ] 

SO-71. Structure and changes in southern forest economy, 1958-1967 [with list 
of literature cited; by] Harold F. Kaiser, jr., and George F. Dutrow. 
1971. cover title, 18 p. il.4° [Abstract cards inserted.] 
L.C. card 72-602269 

SO-72. Investor’s guide to converting southern oak-pine types [with list of 
literature cited; by] Walter C. Anderson and Sam Guttenberk. 1971. 
cover title, 10 p. il. 4° [Abstract card inserted.] 

SO-74. Mycorrhizal inoculation influences survival, growth, and chemical compo- 
sition of slash pine seedlings [with list of literature cited ; by] Hugene 
Shoulders. 1972. 12 p. il. 


SO-75. Growth patterns of deer-browse sg = ~y- in uieee forests [with lis 


it of 
literature eo by] L. alls and R. Alcanix. 1972. cover title, 
o 


14-[1] p. i. 
Research progress, 1971, Pacific Southwest Forest and Range Experiment 


Station, Berkeley, Calif. [1972.] [2]+9 p. il. narrow 8 f 
A18.62/2: R 31/971 


Resource bulletin SO-(series). (Southern Forest Experiment Station, 
New Orleans, La.) f¢ A 13.80 : SO—(nos.) 
11100 SO-31. Timber resource statistics for midsouth counties, 1971; [by Roy C. Beltz 
and Daniel f. Bertelson]. 1971. cover title, [21:-+26 p. il. 4° [Text 
on p. 2-3 of cover. Abstract cards inserted.] 
11101 SO-32. Forest statistics for Tennessee counties ; (by, Arnold Hedlund and J. M. 
Earles]. 1971. cover title, 1i+58 p. ‘i [Text on p. 2 of cover. 
Abstract cards inserted.] 
11102 SO-33. Forest statistics for southwest Alabama counties; [by] Arnold Hedlund 
and J. M. Barles. 1972. cover title, 12 p. [Text and map on p. 2 of 
cover. p. 13 is printed on p. 8 of cover. Abstract cards inserted.] 


11103 SO-34. Forest statistics for north Alabama counties; [by] Arnold Hedlund and 
J. M. Earles. 1972. cover title, 13 p. 4° [Map on p. 2 of cover. Page 13 
is printed on p. 3 of cover. Abstract cards inserted.] 

11104 State and privately owned land protection within national forest protection 
areas. Mar. 1972. 1 p. 4° (1380 (3100) reports, Protection of S & P 
lands inside national forests (ACRES) ; Division of Cooperative Forest 
Fire Control.) f A138.2: L 22/972 


11105 Taiga-tundra research [with list of publication examples]. [1972.] [6] p. il. 
narrow & ‘(Institute of Northern Forestry, College, Alaska, [research 


unit of Pacific Northwest Forest and Range Pxperiment Station].) ft 
A 138.66/2: T 13 


11106 Understanding the ecology of abundance. [1972.] [16] p. il. 4° ([{Southern 


Forest Experiment Station.]) [Illustrations are colored.] f 
A18.40/2: Ec7 
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GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


Reports to Congress, by Comptroller General of United States. + Paper, 
each, $1.00 (free to members of Congress, Congressional committee mem- 
bers, staff members, Government officials, the press, college libraries, 
faculty and students). 

Audit of Federal Deposit Insurance Corporation for year ended — * Rah 
limited by omen ee ay on access to bank examination reco 
1972. cover title 1+26 p. 4° (B—114831.) GA 113 18; o's /8/ort 
Audit of Overseas plate  paveeenae Corporation, fiscal year 1971. sag 16, 1972. 
cover fm. [4] +30 p (B—173240.) GA 1.13 : Ov 2/4 
Audit o yments from ae bank account to Lockheed Aircraft Corporation 
for & aircraft program during quarter ended Mar. 31, 1972. Defense Dept. 
May 30, 1972. cover title, 5+ [1] leaves 4° (B—162578.) GA1.13: L79/972-1 
Em loyment security operations, impact of computerized job bank in Baltimore, 
d., Department of Labor. Apr. 27, 1972. cover title, [4]+45 p. iL 4e 
(B-133182. 
GA1.13:B at 


L. 7 77 
Rramination of financial gry pret ee tape ne Office, fiscal year 197 
May 10, 1972. cover title, [4] + . 4° (B-114829 GA 1.18: @ 74/971 
Improvements needed in training an technical a services provided to 
7 Bee py et af Ts Opportunity Office. Apr. 26, 1972. cover title, 


[4 « 4° (B-13 
L. cag! a. GA 1.13: An 8/2 
Low u surgery centers at Veterans Administration hospitals, 
Tene "29, ore pk. sr title {3]+15 p.4° (B—133044.) 
L.C. card 72602263 GA 1.13: Op 2 
Need for legislation to authorize more economical ways of peotes durable 
medical equipment under medicare, Social Security Administration, Depart- 
ment of Health, — and Welfare. May 12, 1972. cover title, [3] "by p. iL 


(4). 
2252 GA 1.18: M 46/23 
Observations on dredging anes | and a Corps of Engineers (Civil 
Functions), Army Dept. May 2. cover title, [6]+61 p. il. 4° 


3 01867 GA 1.13 : D 81/2 
Opportunities for sapeeving administration of Government-wide Indemnity Bene- 


Plan of heal insurance for Federal employees -_ annuitants, ty 
Service Commission. May 22, 1972. cover title, [6]-+-90 p. il. 4° An 64562.) 
L.C. card 72-601868 GA 1.13 : H 84/8 

OBepertmen to consolidate support functions in Pacific to reduce milit wi A costs, 

——s of Defense. May 11, 1972. cover title, [3]+26 p. 4° (B—160 683.) 

d 72-602251 GA 1.13: Su 7/27 

mek. po Pa an of initial support stocks for ee ships, Department of 
Navy. June 28, 1972. cover title, [3]+33 p.4° (B~—133058.) GA41.13: St 6/2 
Survey of application of Government’s  bsi08) on pe eam June 14, 1972. 


cover title, —_—— 4° (B-168 
L.C, card 72-60206 GA 1.13: In 7/5 


GEOLOGICAL SURVEY, Interior Dept. 
Washington, DC 20242 


Bulletins. @ Item 620 1 19.3: (nos. ) 
1331-B. Canaan Peak, Pine oo oy and Wasatch Formations in Table — 

veuien. Garfield County, Utah [with list of selected vetepsnees) ; © 
William EB. Bowers. 1972. Hi i+39 p. il. 1 map in ket. [Descr sition 
of 2 new stratigraphic units previously consid to be lower part of 
Wasatch Formation in southern Utah. Contributions to general 

geology.] * Paper, 70c. 

11121 1339. Colebrooke Schist of southwestern — and its relation to tectonic 
evolution of the Erp. (with list elected references] ; by . & 
Splgman. 1972. iv+-61 p. il. 1 pL in pocket [Plate is colored.] Paper, 


1352. Selected annotated ee re asphalt-bearing rocks of United 
States and Canada, by Mar orie C. Mullens and Albert BD. 
Roberts. 1972. ea rene " {Compilation of about 600 selected refer- 
ences pertaining gy and occurrence of asphalt-bearing rocks.] 
bd * Paper, $1.25. (s/n'be 2401-2110). 
L.C. card 72-600019 


1353—C. Mineral resources of Salmon River Breaks Primitive Area, Idaho [with 
list of references cited]; by Paul L. Weis, Leonard J. Schmitt, = 
and Ernest T. Tuchek, with section on Aeromagnetic survey, by W. 
Davis. 1972. vii+91+4 [3] B il. 2 pl. in pocket. {Evaluation of 
— potential of area. Studies related to wilderness-primitive 
Includes oof. Rat; and hasan of contents to Bulletin 1353.] 


* Paper, N 
L.C. card +77 180088 
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11124 Hydraulic test and quality of water data from hole U-3em PS no. 2, Bilby 
site, Nevada test site; by M.S. Garber. [1971.] [1]+-iv+81 p. il. 5 pl. in 
pocket 4° (USGS 474-105; NTS-230) [Prepared under agreement AT 
(29-2)-474 for Nevada Operations Office, U.S. Atomic Energy Commis- 
sion.] & Paper, $3.00 119.2: B49 


11125 Interior of the earth. [1972.] [2] p. il. oblong 8° folded into narrow & size. 
* Paper, 10c. (S/N 2401-2130). @ Item 621 119.2: Ea 7/4 


Professional papers. @ Item 624 I 19.16 : (nos.) 
11126 341-J. Geology and ore deposits of Algeria District, Minas Gerais, Brazil [with 
list of references cited] ; by Charles H. Maxwell. 1972. v-+72+ [3] p. il. 
and portfolio of 8 pl. 4° [Prepared in cooperation with Departamento 
Nacional da Producio Mineral of Brazil under auspices of Agency for 
International Development of United States Department of State. 
Geology and mineral resources of parts of Minas Gerais, Brazil. Includes 
title page and contents of Professional paper 341. Some plates are 
colored.] * Paper, $7.00 (S/N 2401-2028). 
L.C. card 78—185981 
11127 391. Analytical methods in eT tsi a eens of Pierre shale [title 
page and contents]. [1972.] [3 + 
11128 456—-D. Early and middle Cambrian t piites from Antarctica [with list of 
references cited]; by Allison R. Palmer and Colin G. Gatehouse. 1972. 
iii+37+ [1] p. il. 6 pl. 4° [Biostratigraphy and regional significance 
of nine trilobite faunules from Antarctic outcrops and moraines; 28 
species representing 21 genera are described. Contributions to geology 
of Antarctica.] * Paper, 70c. (S/N 2401-2071). 
L.C. card 73—190734 
Atlantic continental shelf and slope of United States: Petrology of sand 
fraction of sediments, northern New Jersey to southern Florida [with 
list of references cited] ; by John D. Milliman. 1972. iv+40 p. il. and 
portfolio of 9 maps, 4° [Description of surface sediments on con- 
tinental margin from northern New Jersey to southern Florida.] 
* Paper, $5.00 he 2401-2066). 
L.C. card 74-1823: 
. Physical whe ey of National Reactor Testing Station, Idaho, sum- 
mary [with list of references cited]; by Raymond L. Nace, Morris 
Deutsch, and Paul T. Voegli. 1972. vili+38 p. il, 1 pl. in pocket. 4° 
[Prepared in cooperation with U.S. Atomic Energy Commission. 
Geology, hydrology, and waste management at National Reactor Testing 
Station, Idaho.] * Paper, $1.00 (S/N 2401-2084). 
L.C. card 72—600043 
. Geological survey research 1972, mr B [articles with lists of ref- 
erences]. 1972. v+281 p. il. 4o [Scientific notes and summaries of 
— in geology, hydrology, and related fields.] * Paper, 


11132 Resistivity sections, upper Arkansas River basin, Colorado [with list of 
references]; by Adel A. R. Zohdy [and others]. June 1971. [1]+i-+16 
p. il. 1 pl. in pocket, 4° (Water Resources Division, Colorado District.) 
[Open-file report 71002. Prepared in cooperation with Southeastern Colo- 
rado Water Conservancy District and Colorado Division of Water Re- 
sources, Calorado State Engineer.] {f 119.2: Ar4k/2 


11133 Summary of hydraulic testing in and chemical analyses of water samples 
from deep exploratory holes in Little Fish Lake, Monitor, Hot Creek, 
and Little Smoky Valleys, Nevada [with list of selected references] ; by 
George A. Dinwiddie and LeRoy J. Schroder. 1971. cover title, [1]-++v-+70 
p. il. 4° (Central Nevada-40; USGS-474-90.) [Prepared under agree- 
ment AT (29-2)-474 for Nevada Operations Office, Atomic Energy Com- 
mission.] # Paper, $3.00. 119.2: L 72 


U.&. Geological Survey grants for scientific research. [May 1972.] 35 p. il. 
narrow 8° + @ Item 624-A 119.15/3: G 76 


Wi‘er and industry [with list for further information]. [1972.] 19 p. il. 
narrow 8° [From material supplied by F. B. Walling.] * Paper, 20c. 
(S/N 2401-2095). @ Item 621 119.2: W 29/5/9772 


Water-supply papers. @ Item 625 I 19.13 : (nos.) 


1608-N. Dlectric analog studies of flow to wells in Punjab Aquifer of West 
Pakistan [with list of references] ; by M. J. Mundorff, G. D. Bennett, 
and Masood Ahmad. 1972. iv+28 p. il. 1 pl. in pocket. [Prepared in 
cooperation with West Pakistan Water and Power Development Au- 
thority under auspices of U.S. Agency for International Devespanans 
poe ag to hydrology of Asia and Oceania.] * Paper, 65c. (S/N 


L.C. card 74~-1883820 
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Water-supply papers—Continued 

11187 19389-C. Dilectrical-analog analysis of hydrologic system, Tucson basin, south- 
eastern Arizona [with list of selected references] ; by T W. Anderson. 
1972. iv+34 p. {Prepared in cooperation with City of Tucson, U.S. 
Bureau of Reclamation and Univers ty of Arizona, Water resources of 
Tucson basin. Issued in portfolio with 6 pl.] * Paper, $3.75 (S/N 
2401-1206). 
L.C. card 78—180871 


HEALTH MANPOWER EDUCATION BUREAU, Health, Education, and 
Welfare Dept., Bethesda, MD 20014 


11138 Interagency conference on nursing statistics, report of meeting, Bethesda, 
Md., Nov. 23, 1971, cosponsored by American Nurses’ Association, Na- 
tional League for Nursing, Division of Nursing, National Institutes of 
Health. [May 1972.] viii+42 p. 4° ([DHBW publication (NIH) 72- 
278.1) + @ Item 507-D-1 HE 20.3102 : N 93/21 


11139 Planning for nursing needs and resources [with lists of references; by 
Helen V. Forest and Florence EB. Gareau]. [Apr. 1972.] vii-+-204 p. il. 4° 
(DHEW publication (NIH) 72-87; Division of Nursing.) * Paper, $2.00 
(S/N 1741-0026). @ Item 507-D-3 HE 20.3108 N 93/4 


11140 Proceedings of 3d conference on teaching of preventive dentistry and com- 
munity health, May 11-13, 1970, New England Center for Continuing 
Education, Durham, N.H., sponsored by Tufts University School of 
Dental Medicine [papers, with bibliographies] ; edited by Donald B. 
Gibbon [and] Carol G. Bikofsky. [1972.] vii-+231 p. il. 4° [Preventive 
Dentistry Conference was partially supported by Division of Dental 
Health.] * Paper, 75c. @ Item 507-D-1 
L.C. card 72-600088 HB 20.3102 : D 43/3/970 


YOU-IN, youth opportunities unlimited in nursing (series). 


11141 ai it in nursing; [prepared by Division of Nursing]. [1972.] [16] p 
(DHEW —— (NIH) 72-185.) [Based on project conducted by American 
Association under Public Health Service contract PH-—108-65—5 


5.) fF 
° Tem 507—D-1 HB 20.3116 : N 93 


HEALTH SERVICES AND MENTAL HEALTH ADMINISTRATION 
Health, Education, and Welfare Dept. Bethesda, MD 20014 


11142 HSMHA Public Advisory Committee roster of members, Apr. 1, 1972: 
Councils, committees, boards, panels, study sections. [Apr. 1, 1972.] 
vii+-1%4 p. 4° ({DHEW publication (HSM) 72-6; Office of Admin- 
istrator, OMP, Committee Management Staff.) + ©@ Item 483-T 

HB 20.2011/2 : 972-2 


HOUSING AND URBAN DEVELOPMENT DEPARTMENT 
Washington, DC 20410 


HUD guide. 
11148 HM G 7475.1. Low-rent pousing financial poneqement guide operating batoste. 
Mar. 1972. [25] ie ] [Includes ae notice 1. Issued 
with perforations.) t .6/7 : HM G 7475.1 


HUD handbooks. +¢ ins: 1 pod (letters—nos. ) 


11144 335.3. Assessment/placement profile (APP) system. aoe 1972. 
[8] p. = ww udes transmittal notice. Issued with 
perfora’ 


11145 1400.1. Field = ~™ rocessing. Apr. 1972. [24] p. 4° Includes 
transmittal notice. Issued with perforations. 

11146 1930.2A. Allotments of salary to savings accounts and 1 ais sition 
of net p checks. iy 1972. [25] p. [Rev sion of 
UD han k 19; 2. Includes transmittal notice. 

Issued in looseleaf form. ] 
11147 HM 4310.5. ae he a handbook, one to four family prop- 
nsmittal. [Mear. 23, 1972.] [4] p. 4° (Hous- 
& "eoasumant> [Incl udes transmittal notice 28. 

Issued in looseleaf form. ] 
11148 HM 4810.5. Property disposition gry one to for < rop- 
erties | eeeny [Mar. 27, 1972.] (6) D. 4° = 
ing L 4+ ) [Inciudes ont A tal notice 20 , 
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11149 HM 7475.1. Low-rent housin tees management handbook trans- 
mittal supp. Mar. 22, 1972.] [18] p. 4° (Hous- 
ing a BMY [Includes transmittal notice 4. 
Issued in loosel form. ] 

11150 HM 7510.1. Low-rent hon Sie if) handbook [revised sec- 


tions]. [May 15, 1972.] [43] p.4° (Housing Manage- 
ment.) [Includes transmittal notice 11. Issued in 
looseleaf form. ] 

11151 HPMC-FHA 4400.30B. Regular income limits for sec. 235—236 housing. [Includes 
transmittal notice. Issued in looseleaf form. Cancels 
HUD handbook 4400-30A, Sept. 1, 1970. 

Arizona [revised pages]. May 1, 1972. [1] +2 leaves, 4° 

Arkansas [revised pages]. May 1, 1972. [2] leaves, 4° 
[Number and title incorrectly given on publication 
as HPMC-—FHA 4400.36A, Income limits for sec. 221 
(d) 43) below-market interest rate housing and ex- 
ception limits for sec. 235-236 ——y y ] 

California [revised pages]. heey waves, S 

California [revised pages]. Ma 1972. [2] leaves, 4° 

Cover page and foreword. [4] 1 AY, 

[Kentucky.] [1] +9 leaves, 4° 

Louisiana [revised pages]. [3] leaves, 4° 

Nebraska [revised pages]. May 1, 1972. [2] leaves, 4° 

Oklahoma [revised pages]. May 1, 1972. [5] leaves, 4° 

11152 HPMC-FHA 4400.36A. Income limits for sec. 221 (a) (39 below-market interest 
rate housing and exception limits for sec. 235-236 
housing. [Dec. 1, 1971.] [Includes transmittal notice. 
Issued in looseleaf form. Cancels edition of Mar. 1970. ] 
North Carolina [revised pages]. May 5, 1972. [2] 

leaves, 4° 
Texas [revised pages]. [2] leaves, 4° 

11153 HPMC-FHA 4475.6B. Income limits for rent supplement housing. [Includes 
transmittal notice. Issued in looseleaf form. Cancels 
HUD handbook FHA 4475.6A, Sept. 1, 1970.] 

Alabama. May 5, 1972. Pato ti Tail 

BeAr he 
Colorado. May 6, 1972. [1] +4 leaves, 4° 
Connecticut {21 oy 4° * 
Delaware. Ma 1972. [2] me ©. 
District of Co umbia. Ma 18,3 = [2] leaves, 4° 
Guam. May 5, 1972. Ae 
Iowa. May 5, 1972. OL ea 
Massachusetts. May 1 172, ae leaves, 4° 
Missouri. May < 972 11 len en S 40 


Puerto Rico. May 15, 1 
Rhode Island. Ma 5, 1913 
Utah. May 5, 1972. f+ 
Vermont. May 15, 1 

Virgin Islands. May 5, 1972. 
Wyoming. May 5, 1972. (1]+ 


11154 [This entry number not used.] 


HUD international brief. (Office of International Affairs.) 
11155 12. Housing —_ ag may in Marxist Chile, portent and prognosis; prepared by 
William Mann, jr. Mar. 1972 12 p. i. 4° ([HUD-810-1A.]) * wont 
ibe. (8/N 2300-0198). @ Item 581-B-1 13 
11156 Remarks by Samuel C. Jackson, Assistant Secretary for PB eenicv re 
ning and Management, Department of Housing and Urban Development, 
before Virginia Citizens Planning Association, Blacksburg, Va., May 1, 
1972. [1972.] [1]+10 p. 4° fF HH 1.7: J 13/9 


IMMIGRATION AND NATURALIZATION SERVICE, Justice Dept. 
Washington, DC 20536 


11157 Reports of passenger travel between United States and foreign countries, 
calendar year 1971. [1972.] [2] p.+[20] leaves il. 4° + Paper, $75.00 a 
year (including monthly, semi-annual and annual reports for fiscal and 
calendar years) ; single copy, $5.00. J 21.18 : 971-2 


INTERAGENCY LAND ACQUISITION CONFERENCE 


11158 Uniform appraisal standards for Federal land acquisitions. 1972. vi+-51 p. 
[Page 51 of text appears on p. 8 of cover.] * Paper, 35c. (S/N 5259- 
0002). @ Item 1089 Y3.L 22: /Ap 6/972 
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11165 
11166 


11167 
11168 


11169 
11170 


11171 
11172 


111738 


11174 
11175 


11176 


11177 


GovERNMENT PUBLICATIONS 


INTERIOR DEPARTMENT 
Washington, DC 20240 


Nors.—Requests to the Interior Department for publications should give the full 
title and the date of the publication. Do not include Monthly Catalog entry numbers 
or Superintendent of Documents classification numbers, which should be used only 
when ordering from the Superintendent of Documents, 


[Saline water] research and development progress report. (Office of Saline 
Water.) 

761. Ion-selective electrochemical sensors, 3d report [with list of references] ; Po 
I. Trachtenberg, Texas Instruments Inc., , Dall as, Tex. Mar. 1972. v+654 

p. il. 4° [Contract 14—-01-0001- 1737.] * Paper, 60c. @ Item 604—A-1 

11.88: 761 

Towards improved health and safety for America’s coal miners, [1970] 

annual report of Secretary of Interior. [1971.] cover title 79 p. il. 4° 
[Text and illustration on p. 2 of cover.] * Paper, 70c. @ Item 603-F 

11.96: 970 


INTERNAL REVENUE SERVICE, Treasury Dept. 
Washington, DC 20224 


Actuarial values: 2, Factors at 6 percent involving one and two lives. 
[1971.] cover title, or p. 4° (Publication 723A (12-70).) 
* Paper, $1.50. @ Item 956 T 22.2: Ac 8/no.2 


Index-digest supplement system : Service 4, Excise taxes, supp. 6, Jan. 1969— 

Dec. 1971. [1972.] 47 p. 4° (Publication 644.) [Supersedes supp. 5.] 

* Paper, $1.50 (including basic volume and supplemental material for an 
indefinite period) ; 50c. additional for foreign mailing. @ Item 960 

T 22.25/8 : 965-68/supp.6 


Internal revenue cumulative bulletin 1971-2, July—Dec. [1971]. [1972.] 
cover title, xiii+599 p.4° [Semiannual. Includes revenue rulings 71-278 
to 71-599, also revenue procedures 71-20 to 71-41.] * Cloth, Bay (S/N 
4804-0479). @ Item 960 T 22.25 : 971-2 


INTERNATIONAL COMMERCE BUREAU, Commerce Dept. 
Washington, DC 20230 


Address by Robert Beshar, Deputy Assistaat Secretary for Business Devel- 
opment, prepared for delivery at 1972 World Trade Week Luncheon of 
International Center of New England, Boston, Mass., May 25, 1972. 
[1972.] 23 p. 4° f¢ C 42.18: B 46 


Foreign economic trends and their implications for United States, ET 
(series). * Paper, $15.00 a yr., $6.00 additional for foreign mailing. 
@ Item 231-I C 42.30 : (nos. ) 
72-043. Panama. Apr. 12, 1972. 14 p. il. 4° (American Dmbassy, Panama.) 
[ vo og ag 

72-044. i oo. 1972. 11 p. 4° (American Embassy, Kuala Lumpur.) 

emiannual. 

72-052. Peru. May 12, 1972. 8 p. 4° {American Embassy, Lima.) [Semiannual.] 

72-053. Switzerland. May 10, 1972. 8 p. 4° (American Dmbassy, Bern.) 
[Semiannual.] 

72-054. ne 18, 1972. 9 p. 4° (American Embassy, Lagos.) [Semi- 
annua 

72-055. Finland. May 18, 1972. 18 p. 4° (American Embassy, Helsinki.) 
[Semiannual.] 

72-056. Fiji. May 11, 1972. 13 p. f's 1 or Bmbassy, Suva.) [Annual.] 

72-057. “" ay 25, 1972. 1. 4° (American Embassy, Kigali.) 

nu 

72-059. Mozambique. May 19, 1972. 8 p. 4° (American Consulate General, 
Lourenco Marques.) [Annual. 

72-060. France. May 15, 1972.8 p.4° (American Embassy, Paris.) [Semiannual.] 

72-063. Dominican The ublic. May 4, 1972. 7 p. 4° (American Embassy, Santo 
Domingo.) [Semiannual.] 

72-065. aa 17, 1972. 8 p. 4° (American Embassy, Dublin.) [Semi- 
annua 


Invest in U.S.A., [an invitation from President of the United States]. 
[1969.] cover title, [1]+82 p. il. oblong 8° f C 42.2: In 8/21 
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11178 Multinational corporation studies on U.S. foreign investment, v. 1 [with 
bibliographies]; prepared by Office of International Investment. Mar. 
1972. 218 p. il. 4° [Presents first three of five projected studies on 
multinational corporation.] * Paper, $1.75. @ Item 231-—A 
L.C. ecard 72-601329 C 42.2: M 91/v.1 


11179 Trade missions, handbook for trade mission members. [1972.] cover title, 
16 p. il. oblong 8° [Text on p. 2-4 of cover.] 7+ C 42.6/2: T 67 


INTERNATIONAL DEVELOPMENT AGENCY, State Dept. 
Washington, DC 20523 


Agency for International Development procurement regulations [ist edi- 
tion], amdt. 12; Oct. 1970. [1972.] [69] p. il. 4° (Office of Procurement.) 
[Issued in looseieaf form.] * Paper, $6.00. (including basic regulations 
and supplementary material for an indefinite period) ; $1.50 additional 
for foreign mailing. @ Item 900—-C-5 S 18.6/2 : 965/amdt.12 


Estimates of gross national product for non-Communist countries, calendar 
year 1970 in current market prices (dollar equivalents), summary. 
Apr. 1, 1972. 7 p. 4° (Reports control 187; Office of Statistics and 
Reports, Bureau for Program and Policy Coordination.) f 

S$ 18.2: G 91/970 


JOHN E. FOGARTY INTERNATIONAL CENTER FOR ADVANCED 
STUDY IN THE HEALTH SCIENCES, Health, Education, and 
Welfare Dept., Bethesda, MD 20014 


2 Medicine and public health in People’s Republic of China [with bibliog- 
raphies]; Joseph R. Quinn, editor. June 1972. xii+305 p. il. (DHEW 
publication (NIH) 72-67, Publication of Geographic Health Studies 
Program.) * Paper, $1.25. @ Item 507-C 
L.C. card 72-602268 HE 20.3702 : C 44 


National Institutes of Health international awards for biomedical 
research and research training fiscal year 1971; prepared by Interna- 
tional Cooperation and Geographic Studies Branch, Fogarty Interna- 
tional Center. [1972.] vi+125 p. 4° (DHEW publication (NIH) 72-63.) 
+ @ Item 507-C-5 HE 20.3709/2 : 971 


JOINT PUBLICATIONS RESEARCH SERVICE 
1000 N. Glebe Rd., Arlington, VA 22201 


Norge.—When ordering Joint Publications Research Service publications from 
the National Technical Information Service, give the JPRS number in the order, 
Do not include Monthly Catalog entry numbers or Superintendent of Documents 
classification numbers, which should be used only when ordering from the Superin- 
tendent of Documents. 

Titles of JPRS serial reports listed below were issued during the month, but 
were not cataloged separately. (Price upon application). 


11184-1 Bats bbtae. scientific abstracts: Bio-medical science, nos. 207-208; JPRS 
v 

11184-2 East European scientific abstracts : Chemistry, no. 133 ; JPRS 56409. 

11184-3 East European scientific abstracts: Cybernetics, computers, and automation 
technology, no. 68; JPRS 56411 

11184-4 East European scientific abstracts : Barth sciences, no. 95 ; JPRS 56417. 

11184-5 East European scientific abstracts: Electronics and electrical engineering, 
no. 76; JPRS 56386. 


11184—-6 ~~ scientific abstracts: Engineering and equipment, no. 75; JPRS 


11184-7 East European scientific abstracts: Materials science and metallurgy, no. 55; 
JPRS 56410. 

11184-8 Herald of communications, v. 32, no. 4, 1972 ; JPRS 56340. 

11184-9 Index of Le Monde, no. 138; JPRS 563816. 

11184-10 People’s Republic of China scientific abstracts, no. 62; JPRS 56449. 

11184-11 Translations from Kommunist, nos. 7, 8, 1972; JPRS 56305, 56457. 

11184-12 Translations on Africa, nos. 1172-1183; JPRS 56296, 56322, 56334, 56344, 
56369, 56393, 56414, 56433, 56439, 56461, 56467, 56481. 
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11184-13 


11184—14 


11184-15 
11184-16 


11184-17 
11184-18 


11184-19 
11184—19A 
11184-20 


11184-21 
11184—22 
11184—23 
11184—24 
11184-25 
11184—26 
11184-27 
11184—28 
11184-29 
11184—30 


11184-31 
11184-32 


11184-33 
11184-3834 


11184-35 
11184-36 


11184-37. 


GovERNMENT PUBLICATIONS 


Translations on Eastern Europe : Economic and industrial affairs, nos. 693-707 ; 
RS 56292, 56299, 56324, 56349, 56357, 56363, 56379, 56394, 56405, 
56416, 56436, 56451, 56458, 56471, 56484. 

Translations on Eastern Europe : Political, sociological, and military affairs, 
nos. 543-552; JPRS 56294, 56315, 56321, 56346, 56365, 56404, 56432, 
56452, 56470, 56483. 

Translations on Eastern Europe : Scientific affairs, nos. 250-256; JPRS 56289, 
56325, 56354, 56391, Pano 56447, 56460. 

Translations on Latin a nos. 739-748; JPRS 56304, 56311, 56323, 
56343, 56353, 56360, 56407, 56428, 56454, ” 56485. 

a on Mongolia, nos. 260-261 j JPRS 56383, 56448 

Translations on narcotics an ngerous drugs, nos, 47-50; JPRS ’ 
56358, 56420, ots een 

Translations on Near. East, nos. 781-791; JPRS 56295, 56810, 56320, 56335, 
56372, 56389, 56403, 56419, 56435, 56440, 5 6475. 

Translations on North Korea, nos. 253-255 ; *IPRS 56331, 56380, 56397. 

Translations on North Vietnam, nos. 1178-1195 ; JPRS 56309, 56326, 56333, 
56342, 56355, 56361, 56378, 56388, 56396, 56401, 56413, 56423, 56425, 56445, 
56453, 56466, 56469, 56480. 

Translations on People’s Republic of China, nos. 193-194 ; JPRS 56327, 56479. 

Translations on south and east Asia, nos. 367-869 ; JPRS 56312, 56392, 56446. 

Translations on USSR agriculture, nos. 558-564; JPRS 56303, 56339, 56382, 
56395, 56421, 56459, 56476. 

Translations on USSR economic affairs, nos. 378-385; JPRS 56290, 56314, 
56319, 56332, 56356, 56367, 56427, 56442. 

Trpea18 coats. USSR industrial affairs, nos. 187-190; JPRS 56293, 56337, 

Translations on USSR military affairs, nos. 817-824; JPRS 56300, 56347, 
56368, 56390, 56429, 56443, 56462, 56472. 

Translations on USS’ political and sociological affairs, nos. 259-264; JPRS 
56313, 56338, 56364, 56400, 56438, 56473. 

Translations on USSR resources, nos. 279-285; JPRS 56301, 56308, 56348, 
56381, 56399, 56434, 56474 

Translations on USSR — and services, nos. 391-398; JPRS 56291, 56330, 
56345, 56362, 56402, 56431, 56441, 5646 8. 

Translations on Western Europe, nos. 329-335; JPRS 56336, 56366, 56408, 
56430, 56450, 56456, 56482. 

USSR Scientific abstracts : Bio-medical science, no. 116; JPRS 56375. 

USSR scientific abstracts: Cybernetics, computers, and automation technology, 
no. 109 ; JPRS 56376. 

USSR scientific abstracts: Engineering and equipment, no. 112; JPRS 56374. 

USSR scientific abstracts: Materials science and metallurgy, no. 103; JPRS 


56359. 
USSR scientific abstracts: Physics and mathematics, no. 225; JPRS 56306. 
Vestnik of the USSR Academy of Medical Sciences, v. 27, no. 5, 1972; JPRS 


56329. 
Vestnik of USSR Academy of Sciences, v. 42, no. 5, 1972; JPRS 56373. 


JPRS (series). & Paper, each, $3.00. Y 3.J 66: 13/ (nos.) 
11185 56288. Pertoe. of condensate with separately functioning ion-exchange eo 


—50 atomic electric power ng {with bibliography]; by A 
Nudel et al. June 16, 1972. cover title, [1]+6p.4° [From ‘Teplocner- 
getika, no. 3, May 1972 


J 
11186 56297. Principles of active operator and functional distribution between man 


and machine [with at let > ee by N. D. Zavalova, B. F. Lomov, V. A. 
Ponomarenko. June 19 cover na Biol 18 p. 4° [From 
Akademiya pedagogicheskikh nauk SSST, no. 


11187 56298. Setting standards for the instrument aloes industry [articles, with 


bibliography]. June 19, 1972. cover title, [1]+a+7 p. 4° [From 
Pribory i sistemy upravieniya, no. 4, 1972. 


11188 56307. Varieties of semiconductor materials farticles, with gs teem 


June 20, 1972. cover title, (1) at OP ay 4° [From Poluprov 
nikovyye pribor 4 i ikh primeneniye, no. 2 1971 c~ Elektronika i yeye 


primeneniye, 1971 


11189 56817. (Theory of hs.” gyroinstrument, USSR_ [with er iat 


by Yu. A. Bur’yan. June 20. 1972. cover title, Lima dl By 
fevestiva Vysshikh uchebnykh zavedeniy-priborostroyenlye, n. 10, no. 7, 


1967.] 
11190 56318. Planning and operations > atomie electric power stations, USSR, [articles 
with biblio ~ gy by Ye. P. Kunegin, et al]. June 21. 1972. cover title, 


[1]-+a+88 p. il. 4° [From Teploenergetika, no. 8, Lett | 


11191 56328. Constructing space geodetic network by line-angle method, USSR _ [with 


bey mya; UE by V. I. Medvedskiy. June 21, 1972. cover title, yop 
4° [From Geodeziva ij kartografiva, no. 1, 1972.1 


11192 56341. pe 3 a! space observations and instruments, 


USSR: 
Valnicek, I. P. Tindo. [and] B. Stark. Tune 23. 1972. cover Bie 44 
p. 11. 4° [From Zemlva i vselennava. no. 6. Nov.—Dec. 1971.] 


11193 56350. Ontimization of secondary sections of water-cooled nuclear power eae 


[with hihioeranhv1: hy I. 8. Povrin and Yn V. Naumov. June 26. 1972 
fee 1117+18 p. il. 4° [From Energetika 1 transport, no. 2, 


11194 56351. Reports from psychological congresses [articles, with petioguaptsios). 


June 26, 1972. cover we * 5 leat p. 4° [From oporosy 
psikhologii, no. 5, Sept.—Oct. 1971.1] 
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oo discharge shock tube as plasma source for Bg mg 
SSR ow en y' : Piret June 26, 
is 2. cover title, 9 om Teplofizika vysokikh 
temperatur, v. 9, no. : 
. Recognition of spoken signals, USSR [excerpts, with bibliography]; by 
G. I, Tsemel. June 28, 1972. cover title, [1] +a-+147 p. i. 4° [Moscow, 
tae 
. Multitube generator bank, USSR [with bibliography]; by G. L. Zvere 
* al. June = 1972. cover title, [1]+6 p. il. 4° ipeom Preprint Mi 
ov. 
Contemporary biographies from Large Soviet 7 es Yearbook for 
1971. June 28, 1972. cover title, [1] +a+493 p. 4 
Procedure for recoding two words into a ternar y coded word, West Kur 
; by Carl W. Nelson, jr.]. June 29, 1972. cover title, 
2 [German patent P 2035078,1-31 and U.S, patent 


. Study of aes groove delay system, USSR [with list of references] ; by 
D. I. Voskresenskiy and RK. A. Granovskaya, June 29, 1972. cover title, 
{1]+6 p. iL 4° [From Blektromagnitnyye zamedlyayuschiye sistemy 
Trudy Instituta Vyp. 125. Moskovskiy Ordena Lenina Aviatsionnyy 
Institut imeni Sergo Ordzhonikidze, no. 125, 1960.] 

11201 . Improving accuracy of gyroinstrumental control systems, USSR [articles, 
with bibliographies]. June 29, 1972. cover title, [1]+a+25 p. il 4° 
[From Izvestiya VUZ, Priborostroyeniye, no. 4, 1972.] 

11202 . Austenitic-boride steels —y alloys for welded ee USSR [book, 

with bibliographies]; by B. I. Medovar, N. I. Pinchuk, [and] L. V. 
Chekotilo. June 30, 4972. cover title U1 +a-b+168 p. il. 4° [Kiev, 
Naukova Dumka Publishing House, 19 970. 

. On shape of bodies being destroyed by intensive heating during motion in 

atmosphere, es A a bearers} i . I. N. Murzinov. July 5, 1072. 
nae J title, 4° [From Suede Akademii Nauk SSSR, 
mekhaniaka, tt 

. Laminar eee hdl Bas . layer bg | high rates of injection [with 
bibliography] by BH. A. Gershbeyn. July 6, 1972. cover title, [1 ae | 
p. il. 4° [From Izvestiya akademii nauk SSSR, Mekhanika zhidkosti i 
gaza, no. 1, 1970.] 

. Eyes of an airport, USSR; by V. ae. July 11, 1972. cover title, 
{1]+5p.4° [From Radio, no. 5, 1972.] 

Docking awn and telemetry, USSR [articles]. July 11, 1972. cover 
title, pire 18 p. 4° [From Aviatsiya i Kosmonavtika, no. 5, May 


. Information and cybernetics, USSR; by A. D. Ursul. July 11, 1972. cover 
fees {1]+12 p. — Priroda, no. 5, 1972. Includes list of recom- 
ended literature. 
Puystes of freshwater ice, USSR foncespte by V. V. Bogorodskiy]. July 12, 
972. cover title, [1]+a+40 il. 4° [From Fizika presnovodnogo 
I’da, Leningrad, 1971.] 
4 — S capo of oogmet of space qunieteee July 16, 9th five year 
SSR; by P. Kurakov and I . Petro ee cover 
title’ [1] +11 p. [From Radiotekbatha, . 27, =. 6, May 1 


JUSTICE DEPARTMENT 
Washington, DC 20530 


PR (series). (National Institute of Law WPnforcement and Criminal Jus- 
tice, Law Enforcement Assistance Administration.) @ Item 717—D 
J 1.36 : (nos.) 
11210 72-2. Role of correctional industries, summary report; by John R. Stratton and 
Jude P. West. Feb. 1972. iii+-27 p. il. [Summary of 18-month study under 
grant NI-025.] * Paper, 25c. (S/N 2700-0146). 
11211 72-5. Private police industry, its nature and ag z . R-870/DOJ ; by James 
S. Kakalik and Sorrel Wildhorn. Feb. 19 ix+158 p. il. 4° (Law 
Enforcement Assistant Administration, Nationel Institute of Law En- 
forcement and Criminal Justice.) [Prepared under grant NI-—70—057 b; 
Rand Corporation, Santa Monica, Calif. Contains copyright material. 
* Paper, $1.25 (S/N 2700-0138). 
L.C. card 72—602489 


LABOR DEPARTMENT 
Washington, DC 20210 


Manpower research monograph. 


11212 23. Negro employment in  - South: v. 2, Memohte labor market; [by Arvil V. 
Adams}. wa Babe (Manpower Administration.) [Rese contract 
§1-19-68— 968-18. 4 * Paper, 65c. (S/N 2900-0142). @ Item H 
L.C. card 75-6107: L 1.39/8 : 28/v.2 
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Public sector labor relations information exchange [publications]. 
Directory of public employment relations boards and agencies, guide to admin- 
istrative machinery for conduct of public employee-management relations with 
States. Nov. 1971. [1]+vii+31 p. 4° (Labor-Management Services Admin- 
istration, [Division of Public Employees Labor Relations].) gene with 
perforations.] * Paper, 55c. (S/N 2900--0151). @ Item 745 L 1.66 : Bm 7 


11214 Role of Government in employment of engineers, [address] by J. D. 
Hodgson, Secretary of Labor before Industry-Engineering Societies con- 
ference, Pheasant Run, Ill., May 3, 1972. 1972. 12 leaves, 4° + 

L 1.13: H 66/31 


LABOR STATISTICS BUREAU, Labor Dept. 
Washington, DC 20210 


5 Area wage survey, New York, N.Y., metropolitan area, May 1971, advance 
report. [Oct. 1971] 4 p. 4° + Herbert Bienstock, Regional Director, U.S. 
Department of Labor, Bureau of Labor Statistics, 341 Ninth Avenue, 
New York, N.Y. 10001 L 2.92: N42 y/9 


BLS report. 


406. Injury rates by industry, 1970. 1972. 26 p. il. 4° + @ Item 768-—G 
L 2.71: 406 


Bulletins. @ Item 768 L 2.3 : (nos. ) 


11217 1725-41. Area wage survey: New Haven, Conn., metropolitan area, Jan. 1972. 
May 1972. i+ 28 p. oblong 8° * Paper, 35c. 

11218 1725-43. Area wage survey: San rnardino-Riverside-Ontario, Calif. metro- 
politan area, Dec. 1971. May 1972. ii+22 p. oblong 8° * Paper, 30c. 

11219 1725-44. Area wage survey: Denver, Colo., metropolitan area, Dec. 1971. May 
1972. 1i+-30 p. oblong 8° * Paper, 35c. 

11220 1725-49. Area wage survey: Alban Schenectady-Troy, N.Y., metropolitan area, 
Mar. 1972. May 1972. ii+20p.4° * Paper, 30c. 

11221 1725-56. Area wage survey: Cincinnati, Ohio-Ky.-Ind., metropolitan area, Feb. 
1972. June 1972. 1i+ 26 p. oblong ge * Paper, 35c. 

11222 1725-58. Area wage survey: Birmingham, Ala., metropolitan area, Mar. 1972. 
June 1972. ii+20 p. oblong 8° '* Paper, 30c. 

11223 1725-60. Area wage survey: South Bend, Ind., metropolitan area, Mar. 1972. 
June 1972. ii+26 p. oblong 8° * Paper, 35c. 


11224 1731. — _— decade of occupational change, 1972, Errata. [1972.] 
DP. 


11225 1736. Wage chronology: North Atlantic Longshoremen, 1934-71; [prepared 
by John J. Lacombe II]. [1972.] iv+46 p. 4° * Paper, 50c. 
11226 1740. Industry wage survey, synthetic fibers, Dec. 1970; [prepared by Donald 
S. Ridzon]. [1972.] v+27 p.4° * Paper, 40c. 
11227 1745. Union wages and hours: Local-transit operating gmolevece, eed 1, 1971; 
[by Thomas C. Mobley]. 1972. iv+12 p. 4° Paper, 2 
Monthly labor review, reprint. 
11228 2785. Changes in workmen’s compensation in 1971; [by] Florence C. Johnson. 
[1972.] p. 51-55, 4¢ [From Jan. 1972 issue.] L 2.6/a : 2785 
11229 Prices, wages, and living conditions in New York. Apr. 1970. [2]+30 p. 
oblong 8° + Mr. Herbert Bienstock, Regional Director, U.S. Department 
of Labor, Bureau of Labor Statistics, 341 Ninth Avenue, New York, N.Y. 
10001 L 2.92: N 42 y/10 


11230 Relative importance of components in consumer price index, 1970-71. 
[1972.] [6] p.4° + @ Item 769 L 2.2: C 766/35/970-71 


11231 Some facts relating to manpower implications of ecological issues. May 
1971. [2]+15 p. 4° +Mr. Herbert Bienstock, Regional Director, U.S. 
Department of Labor, Bureau of Labor Statistics, 341 Ninth Avenue, 
New York, N.Y. 10001 L 2.92: Ec 7 


11232 Wages and related benefits in yarn and broadwoven textile mills, Aug. 1971, 
summary tabulations. Feb. 1972. 9 p. 4° L 2.2: T 31/8/9771 


LAND MANAGEMENT BUREAIU, Interior Dept. 
Washington, DC 20240 


11233 Public land statistics, 1971. [1972.] vii+188 p. il. * Paper, 75c. (S/N 
2411-0036). ‘@ Item 633-C 153.1/2: 971 
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LIBRARY OF CONGRESS 
Washington, DC 20540 


Accessions list: Indonesia, Malaysia, Singapore and Brunei, cumulative 
list of Malaysia, Singapore and Brunei serials, Sept. 1970—Dec. 1971. 
Apr. 1972. cover title, [3]+-74 p. (Library of Congress Office, Djakarta, 
Indonesia.) [Library of Congress National Program for Acquisitions 
and Cataloging.] + Libraries only 
L.C. card SA 66-444 LC 1.30/5-2 : 970-71 


Annual report of Librarian of Congress for fiscal year ending June 30, 
1971. 1972. xiv+-[2]+160 p. il. 4° [Includes list of Library of Congress 
publications. Also issued as H. doc. 205, 92d Congress, 2d session.] 
* Cloth, $3:25 (S/N 3000-0056). @ Item 785 
L.C. card 6-6273 LC 1.1: 971 


MANAGEMENT AND BUDGET OFFICE, Executive Office 
of the President, Washington, DC 20503 


11236 1972 catalog Federal domestic assistance. [1972.] cover title, [995] p. 4° 
[Issued in looseleaf form.] * Paper, $7.00 a yr. (including basic manual 
and changes); $1.75 additional for foreign mailing. Plastic binder 
available for additional $2.50. @ Item 853—A-1 Prbx 2.20: 972 


MARITIME ADMINISTRATION, Commerce Dept. 
Washington, DC 20548 


American shipper and U.S. Flag merchant fleet. [May J [12] p. 
narrow 8° + @ Item 235 C 39.202 : a, dais 


Foreign oceanborne trade of United States, containerized cargo on selected 
trade routes, calendar year 1970. [1972.] iv+27 p. il. 4° * Paper, 35c. 
@ Item 233-D C 39.233 : 970 


11239 Maritime manpower report: Sea faring, longshore, and shipyard employ- 
ment as of May 1, 1972. [1972.] [1]+3 leaves, 4° ([Report MAR 
750-10.]) C 39.202: Se 1/2/972 


11240 Relative cost of shipbuilding, [annual] report to Congress on relative cost 
of shipbuilding in various coastal districts of United States. June 1971. 
cover title, [5]+43 p. 4° 7 Paper, 50c. C 39.216/2: 971 


United States merchant marine, brief history. [1972.] i) p.il.4 f 
39.202 : M 53/2/972 


MEDICAL SERVICES ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 


When you go to the doctor; [by Birdell Chew Moore]. [1972.] [2] 
p. il. 8° folded into narrow 8° size. ({(SRS) 72-24401.]) ft @ Item 
512-C HE 17.502 : D 65 


MEDICINE AND SURGERY BUREAU (Navy), Defense Dept. 
Washington, DC 20350 


Manual of Medical Department [1952] : Change 73. Feb. 22, 1972. [40] p. 4° 
[Issued in looseleaf form.] tf D 206.8/2 : 952/ch.73 


—— Change 74. Mar. 14, 1972. [54] p. 4° [Issued in looseleaf form.] ft 
D 206.8/2 : 952/ch.74 


U.S. Naval Submarine Medical Center, Submarine Base, Groton, Conn.: 
report. 
686. Submarine crew effectiveness during submerged missions of 60 or more days’ 
— tage! re, of zeterenees) ; by Benjamin B. Weybrew. ‘> an 19 
ver ti 22+2 p. [Research work unit 4306.03— 
2071DXC9.61. D 206. 10 : 686 
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MINES BUREAU, Interior Dept. 
Washington, DC 20240 


11246 Fuel oils by sulfur content. (Mineral industry surveys.) [Monthly.] 
7 Mines Bureau, Pittsburgh, PA 15213 I 28.45/4 : (date) 
Mar. 1972— 


Information circular. 
11247 8546. CANOPY, computer program for structural analysis of space-frame protec- 
tive canopies ; by Stephen Gerard Sawyer. [1972.] [3]+53 p. il. 4° 
+ Mines Bureau, Pittsburgh, PA 15213. @ Item 637—A I 28.27 : 8546 


Report of investigations. + Mines Bureau, Pittsburgh, PA 15213. © Item 
637-A I 28.23 : (nos. ) 
11248 7636. Effect of pean damping on respirable dust collected by coal mine dust 
oe samplers ; by J. A. Lamonica and H. N. Treaftis. [1972.] [2]+ 
and By .4° [Errata, 2 p. issued also.] 

11249 7641. Ultrafine grinding of several industrial minerals by attrition-grinding 
gg gg & by Martin H. Stanczyk and I. L. Field. [1972.] [2]+ii+25 
p. iL [Based on work done in cooperation with University of 

| ¥R 


Technical progress report. 
11250 54. Fate of trace mercury in combustion of coal [with a of references] ; 
R. C. Diehl [and others]. May 1972. [3]+9 p. 4° (Managing a. 
wastes and pollution program.) + Mines « fl Pittsb urgh, PA 15213 
@ Item 637-—A 1 28.26/6 : 54 


NARCOTICS AND DANGEROUS DRUGS BUREAU, Justice Dept. 
Washington, DC 20530 


11251 Drugs of abuse. [1972.] [15] p. il. 4° [Illustrations are colored.] * Paper, 
40c. (S/N 2704-0017). @ Item 967 J 24.2: D 84/972 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 
Washington, DC 20546 


11252 Aeronautics update. [Irregular.] + NAS 1.7/3: (date) 
May 3, 1972— 


NASA contractor report CR (series). & Paper, each, $3.00. 
NAS 1.26 : (nos. ) 


1985. Additional research on instabilities in atmospheric flow systems associated 
with clear air turbulence [with list of references]; by Richard C. 
Stoeffler. Apr. 1972. cover title, v+71 p. il. 4° [Prepared under contract 
NASW-— i5s2 by United Aircraft Corporation, East Hartford, Conn.] 

. Evaluation of one-dimensional approximations for radiative ‘transport in 
blunt body shock 7 Sete list of references] ; by K. H. Wilson. Mar. 
1972. cover title, [1]-+vi+59 p. il. 4° [Prepared under eapeet NAS 
2-—5749 by Lockheed Missiles & Space Company, aarves, © 

. Preliminary design of auxiliar. Peet. unit for ~ geod 8. a v. 4, Selected 
system supporting studies ; L. Hamilton and W. L. Burriss. [Pre- 
pared under contract NAS 2 12408 by AiResearch Manufacturing Co., 
Los Angeles, Calif. Issued by ; originator as report 71—7300—-3.2.] 

. Preliminary design of auxiliary power unit for space shuttle: v. 5, Selected 
system cycle performance data; by M. L. Hamilton and W. L. Burriss. 
May 1972. cover title, v+150 p. 4° [Prepared under contract NAS 
3—14408 by AiResearch Manufacturing Co., Los Angeles, Calif. 

. Space shuttle auxiliary power unit study, phase 2; by BR. L. Binsley [and 
others]. Apr. 1972. cover title, vii-+-296 p. il. 4° Prepared under con- 
tract NAS 3—14407 by Rocketdyne. ] 

. Method for analyzing dynamic stall of helicopter rotor blades [with list of 
{114 108 p ; by Peter Crimi and Barry L. Reeves. May ett cover title, 
hg . il. 4° [Prepared under contract NAS 1-10213 by Avco 

ystems Division, Wilmington, Mass. for Langley nde y Center. ] 

. Development of solid electrolyte carbon dioxide and ny | oo og sys- 
tem for orn recovery [with list of references]; by L. ikau, 
Morris and C. K. Wu. May 1972. cover title, xili+-169 p. il. e [Prepared 
under contract NAS 11-8896, by Westinghouse Electric Corporation, 
Pittsburgh, Pa.] 

. Handling qualities criteria for space shuttle orbiter during terminal phase 
of flight [with —y®, of ogg! ; by Robert L. Stapleford, Richard H. 
Klein. and Roger BH. “—_ 1972. [155] p. il. 4° [Prepared under 
net NAS o -60To by stems Technology, Inc., Ames Research 

enter. 
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. Computer program for calculation of thermal stratification and self- 
pressurization in liquid hydrogen tank [with list of references] ; by R. W. 
Arnett and R. O. Voth. May 1972. cover title, Lae Pix. il. 4° [Prepared 
ander contract C-33768B by National Bureau dards, Boulder, 

‘olo. 

. Development of sorber trace contaminant control system including pre- and 

poetacteess for catalytic oxidizer —— list of references] ; by Thothas M. 
Olcott. Mor 1972. cover title, say p. il. 4° [Prepared ‘under contract 
NAS 1-—9242 by Lockheed Missiles & Space Company, Sunnyvale, Calif.] 

. Symmetrical laser Doppler velocity meter and its a lication to turbulence 
characterization [with list of references]; by K. Mazumder. Ma 
1972. cover title, xii+193 p. il. 4° Py, rg. ‘under contract NG 
04—001-007 by University of Arkansas, Graduate Institute of Technology, 
Little Rock, Ark.] 

Analysis of fatigue crack propagation or - et of references]; by H. W. 
Liu. May 1972. cover title, iii+40 p. nvr under scant NGR 
33—022-105 by Syracuse University, (teh, 

. Application of multivariable search a to iectened design optimi- 
zation [with list of wow ee by R. Jones and D. 8. Hague. June 
1972. cover title, 222 p 4° [Prepared under contract NAS 1-9936 by 
Aero ee Research a Bellevue, Wash. ] 

. Analytical and experimental investigation of Aircraft metal structures 
= forced with filamentary composites [with list of references]; by 

Blichfeldt and J. B. McCarty. June, 1972. cover title, [113] R ii, 4° 
(Prepared under contract NA 1-8858 by Boeing Company, eattle, 

ash 

. Effects of aircraft noises on sleep of women [with list of references] ; 

. Lukas and M. B. Dobbs. June 1972. cover title, vii+32 p il. y A 
[Prepared under contract NAS 1-—10528 by Stanford Research Thatitute, 
Menlo Park, Calif. 

. Acceptability ‘of VTOL aircraft noise Gpteemtnes by absolute subjective 
tes f {with list of references]; by Ha Sternfield, jr. [and others]. 
June 1972. cover title, vi+84 p. il. 4° ‘ repared under contract NA 
1-10044 by Boeing Company, Vertol Division, Philadelphia, Pa.] 

. Direct numerical method for predicting concentration profiles in ge ag 

boundary layer over — plate [with bibliography] ; by James W. 
June 1972. cover title, x+105 p. il. 4° [Prepared under grant NGL 
25—-001-32 by Institute for Bavirenmentel Studies, Mississippi State 
University, State College, Miss. ] 

4 —_ .ar-T of 13.97-CM (5.5- feck) ate model VTOL lift wt 3 

,, aa Lowe and R. W. Sanger. a 2. cover title, ili+31 p. iL 4 
ete ared under contract NAS 3-1556 by Gee Dynamics, San 34 


4 mM... A layer stability on yawed spinning body of aw pg my! and its effect 
on magnus force and moment [with list of = ‘ToD by I. D. Jacobson 
and J. B. Morton. June 1972. cover title [ ~ 2 - il. 4° [Prepared 
vie Ven NGR 47-005-149 by Gener of Virginia, Charlottes- 

le, Va. 

2061. University role in astronaut life csngent systems, space power supply sys- 
tems [with list of references] ; by Lang Y. Chin. June 1972. cover title, 
xi+ 156 p. il. 4° 7 gee under grant NGR 22-009-312 by Man-Vehicle 
Laboratory, School Engineering, Massachusetts Institute of Tech- 
nology, Cambridge, Mass. ] 


11273 NASA educational publications. Aug. 1972. 12 p. narrow 8° f 
NAS 1.9/2: Ed 8/971 


NASA SP (series). NAS 1.21: (nos.) 
262. Animal orientation and navigation, symposium sponsored by National 
Aeronautics and Space Administration, Smithsonian Institution, 
and American Institute of Biological Sciences and held at Wallo s 
Station, Va., Sept. 9-13, 1970 [papers, with lists of se agg | 
edited by Sianey Galler [and On Ofte ) 1972. tay FE 
(Scientific and hnical Information O: * Paper, $5.75 (8 /N 
8300-0392). Item 
Lo card 75-611767 
Turbine design and application, v. 1 [with list of references] ; edited 


by Arthur J. Glassman. 1972. v+9 P il. oN Ss00-6 and Technical 
Information Office.) * Paper, 60c. 8300-0418). @ Item 


830-I 
L.C. card 79-185105 
Significant ee ne a in technology, Goddard Sees Flight 
wwe 1970; proceed of symposium held Jan. 13, 1 ; 
xi+205 p. il. (Selenite and ‘Technical fae Toffee} 
® Paper, $3.00. 
L.C. card 72-602115 
11277 5059 (01). —_ lubricants, survey [with bibliographies] ; M. B. Campbell. 
72. oan il. Ss raw = utilization ; 
= ag ll Prepared under contract NAS 
a. titute, Kansas City, Missouri] * Paper, 75c. (S/N 
3500-0407). _ @ Item 830-1 
L.C. card 78—-176285 
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NASA SP (series)—Continued 
§111. Sputtering and ion plating, proceedings of mage gf utilization con- 
ference held at Lewis Research Center, Mar. 16, 1972 [with lists of 
references]. 1972. v-+177 p. il. 4° (Technology Utilization Office.) 
, Paper, $3.00. 
L.C. card 72-600047 
11279 5949 (01). Digital ctronite for computer applications, compilation. ate! cover 
tle, 1i+-21 p. il. 4° (Technology utilization. ® Paper, $1.00. 
11280 7037 (15). eummeataian Sittin } -. bibliography with in oy supp. 15. 
[Feb. 1972.] [117] Scientific and Technical Information 
Office, Office of Industry Affaies and Technology Utilization.) [Selec- 
tion of annotated references to unclassified reports and journal 
articles that introduced into NASA scientific and technical informa- 
tion system and annonnced in Jan. 1972 in Scientific and Technical 
Aerospace Reports (STAR) and International aerospace abstracts 
(IAA).] & Paper, $3.00. 


NASA technical note TN (series). & Paper, each, $3.00. 
NAS 1.14: D-(nos.) 


D-6568. oa study of shaft face seal with lift augmentation, 4-Force balance 
with list of references]; by Lawrence tet John Zuk, and 
obert L. Johnson. Apr. 1972. cover title, [1] +27 
D-6579. Determination of stability derivatives from flight ina ‘using a Newton- 
Raphson minimization Las no [with list of references] ; by Rennes 
bh 3 and Lawrence W. Taylor, jr. Mar. 1972. cover title, [1] +57 
p oO 
D—6596. Guide to using meteoroid-environment models for experiment and space- 
craft design applications [with list of references]; by Donald J. 
Kessler. Mar. 1972. cover title, [1] +33 p. il. 4° 
D-6614. Calculation of laminar heat transfer to windward surfaces of straight 
wing shuttle vehicles at high angle of attack and with yaw [with 
list of references]; by C. C. Pappas. May 1972. cover title, iv-+15 


p. il. 4° 

D-6636. Noise produced by a small-scale, externally blown flap [with list of 
references]; by William A. Olsen, Robert G. Dorsch, and Jeffrey H. 
Miles. Mar. 1972. cover title, i1i+36 p. il. 4° 

D-6682. Predicting spacecraft self-contamination in space and in a test chamber 
[with _ = references] ; by John J. Scialdone. May 1972. cover title, 
Vv p. il. 4° 

D—-6686. Ultraviolet radiation effects on infrared damage rate of thermal control 
o— yi et list of references] ; by James A. Bass. May 1972. Cover 

e, p. i 

D-6712. Optimized ad Fh ” Kepler’s equation [with list of references] ; by 

John M. Kohout and Lamar Layton. May 1972. cover title, iv+8 


Pp. 
D-6722. Apollo A report, Lunar module display and control subsystem ; 
by Andrew J. Farkas. Mar. 1972. cover title, [1]+38 p. il. 4° 
D—6731. Resonance-inert stabilization for space stations [with st ¢ references] ; 
by G. L. von Pragenau. June 1972. cover title, viii+ 35 p. il. 4° 
D-6763. Effect of casing boundary-layer removal on noise of turbofan rotor [with 

list of references] ; by Arthur W. Goldstein, Frederick W. Glaser, and 
James W. Coats. Apr. 1972. cover title, [1]+38 p. il, 4° 
D-6767. Parametric analysis of performance and design ‘characteristis for ad- 

vanced earth-to-orbit shuttles [with list of references] ; by Hdward A. 
Willis, jr., William C. Strack, and John A. Padrutt. Lg 1972. cover 
title, {11-+30 p. il. 4° 

. Mluid flow analysis of hot-core hypersonic-wind-tunnel nozzle concept 
{with list of references]; by John B. Anders, Daniel I. Sebacher, and 
William B. Boatright. May 1972. cover title, 117+24 p. il, 4° 

c mupreres multi * linear regression and data a comgeter Toe Te. 
package [with list of references]; by Steven M. Sidi 
cover title, ili+94 p. 4° 

. Electrochemical model for hot-salt stress-corrosion of titanium allo: 
Arita ie ae yh references] ; by Marvin Garfinkle. Apr. 1972. cover title, 

. Measured eos of model fan-under-wing <3 Pe | jet flap con- 
figurations [with list of references] ; roeneweg and 
Gene L. Minner. May 1972. cover title, fap 1-88 p. fil. 4° 

. Design and test of porous-tungsten mercury vaporizers [with list of 
ney pom by William R. Kerslake. Apr. 1972. cover title, [1] +28 


. Experimental investigation of axisymmetric free jet } initially uni- 
orm velocity profile [with list of references]; by Thomas L, Labus 
oa Eugene P. Symons. May 1972. cover title, [1] +22 p. il. 4° 
ifting-surface theory for calculating loading induced on wing by flap 
a list of references] ; by Wayne Johnson. May 1972. cover title 
v-+165 p. fl. 4° 

4 ie response of vaporization process to distorted acoustic 

sturbances [with list of Tt by Marcus F. Heidmann. May 
1972..cover title, [1] +82 p. fl. 4 
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- Normal impingement loads due to small jets issuing from base plate 
6s off platform for wasup jet Mach numbers, separation 
and elabtent with list of references]; by 
oe Hoffman. June 1972. co e, [1] +28 p. il. 4° 
D-6827. Flight calibration of compensated ane uncompensated pilot-static air- 
speed —s and application of probes to supersonic cruise vehicles 
[with list of references] ; by jaaetet P. Webb and Harold P. Washing- 
ton. May 1972. cover title, iii+-40 p. i. 
D-6847. —— whe gem report-abort planning ; rf Charles T. Hyle, Charles B. 
and Bobbie D. Weber. June 1972. cover title, vili+27 p. il. ra 
D-6849. sean e ence report, Lunar module landing radar and rendezvous 
radar [with list of references] ; by Patrick Rozas and Allen R. 
Cunningham. June 1972. [1]-+-21 p. il. 4° 
D-6851. Apollo experience report, — high aaonee ranging em; by W. C. 
Panter and Paul lw. $ ores. June 1972. cover title, i] 1)+14 p. il. & 
D-6858. “atm tmosphere by Th ar pM of Lunar samples in sterile nitrogen 
Thomas M. McPherson. June 1972. cover title, [1] 14 


D-6865. Analysis of flow in 1—MJ electric-arc oe tunnel [with list of refer- 
by Joh 2 = Reller, jr., and N. M. Reddy. Jupe 1972. cover 
title, fitle vit 28 p. il 


NASA technical report R an 


11308 375. Mean observed meteorological structure and circulation of stratosphere and 
mesosphere [with list of references] ; by J. 8. Theon [and others]. Mar. 
1972. cover title, ili+-77 p. i 4° Paper, $3.00. NAS 1.12 : 875 


NASA technical translation TT (series). & Paper, each, $3.00. 
NAS 1.13/2: F—(nos.) 
F665. Movement of rigid body with cavities containing viscous fluid [with _ 
> references] ; by F. L. Chernous’ko. May 1972. cover title, v-+-207 
[Moscow, ‘Computer Center, USSR Academy of Sciences, 7968] 
F-690. Solar-slurnal variations of cosmic rays from seinen to nisinen of 
solar activity we list of references]; by L. » Gorman and Ye. V. 
Kolomeyets. Apr. 1972. cover title, vili+162 > fl. 4° [From Kos- 
micheskiye Luc f, no. 9, 1968.] 
F-701. Ring? fos of Saturn [with list of references] ; BY M. 8. Bobrov. June 1972. 
128 p.il.4° [Moscow : Nauka Press, 1 70.) 
F-709. chem waves in anisotropic plasma Be» 5 list of Pw we ; by F. M. 
eubauer. June 1972. cover title, vi+133 p. 4° [Translation of 
MSteosweilen in einem anisotropen sheen” Sa Stecsi dissertation, 
Braunschweig Technical University, Braunschweig, Mar. 1969.] 


Reliability and quality assurance publication NHB (series). 


11313 5300.4(3F). ar oN Products lists pogutemeents for microcircuits. June 1972 
[1972] cover title, [20] p. 4° * by, 80c. (S/N 8300— 
6248). @ Item 830-M 1.22/8 : 5800.4(8F) 


11314 Skylab. [1972.] [8] p. il. narrow 8° + NAS 1.2: Sk 9/38 


11315 Space benefits safety. [1972.] [2] p. il. oblong 8° folded into narrow 8° size. 
+ @ Item 880-C NAS 1.2: Sa 1/2 


11316 Space benefits, today and tomorrow. [Nov. 1971.] [8] p. il. narrow 8° 
({John F. Kennedy Space Center.]) f NAS 1.2: Sp 1/22 


11317 Space shuttle. [1972.] [8] p. il. narrow 8° ft NAS 1.2: Sh9/2 


NATIONAL BUREAU OF —— Commerce Dept. 
Gaithersburg, MD 


Building science series. @ Item 241-A © 13.29/2: (nos.) 
11318 41. Performance of single-stack DWV io waste vent] system Lay low- 
angle stack-branc confluence and bottom-shunt venting [with list of ref- 
erences ; by] Robert . ow and Grover C. Sherlin. Apr. 1972. hi 28 
[1] p. il. 40 * Paper, 3 

L.C. yen} 74-186369 
43. P pone sand nels as light-weight structural com 
“by T. W. Reichard. — me Cy 972. 11+6+[1] il. 4° emaing a 
ae Institute for Applied Technology.) * Paper, 25c. (S/N 0308— 


50). 
L.C. card 71—190625 
11820 City model, director’s guide ; developed by Envirometrics, Inc., Washington, 


D.O. [1972.] [296] p. il. 4° ([Technical Analysis Division.]) t¢ 
0 18.6/2: 0 49 


@For Sale by National Technical Information Service, _ 
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Special publications. @ Item 247 C 13.10: (nos.) 
260-33. Standard reference materials: Comparison of original and supplemental 
SRM 705, narrow molecular weight yoy polystyrene [with list 
of references ; by] Herman L. Wagner]. May 1972. x-+20+ [1] p. il. 4° 
[Includes list of other NBS publications in this series. * Paper, 35c. 

L.C. card 72—600099 
260-36. Standard reference materials: Referee meet for determination of cal- 
cium in serum [with list of references] ; by J oa Cali, John Mandel, 
and Larry ——. May 1972. xv+121+[1] D. . 4° * Paper, $1.25. 

L.C. card 72-600082 
260-38. Standard pd et materials: Preparation and calibration of standards 
of spectral specular reflectance [with list of references; by] J. C. 
Richmond and J. J. Hsia. May 1972. ix+48 p. il. 4° ([Office of 

Standard Reference Materials.]) * Paper, 60c. 

L.C. card 72—600063 
260-39. Standard reference materials: Eddy current decay method for resistivity 
a of high purity metals [with list of references]; by 
. Clark [and others]. May 1972. ix+43+[1] p. il. 4° * Paper, 


Le. ecard 72600100 

300. Precision measurement and calibration, ogg = NBS papers [with lists 
of references]: v. 5, Frequency and t y B. E. Blair and A. H. 
pec so editors. June 1972. Mi BSS TAi “4 il. 4° [Compilation of 
previously published papers by = of ogo F Bureau of Standards, 
—— selected abstracts by NBS and non-NBS authors. Includes 

I unit names and symbols list on p. 3 of cover.] * Paper, 

$6.00 \S/N 0303-0916). 

363. Biogreehy on atomic energy levels and spectra, July 1968—June 1971; 
[by] Lucy Hagan and W. C. Martin. June 1972. iv+102+ [1] p. 4° 
* Paper, $1.00 We} 0303-0962). 
L.C, card 72-6000 


Technical notes. @ Item 249-A C 13.46 : (nos.) 
11327 482. Properties of selected Bone pag! materials [with bibliography; by] 
B. W. Roberts. June 1972. iii+92 Ay il. 4° [Supersedes and extends NBS 
technical note 482.] * eck $1. 
11328 722. Tensile creep of boron/epoxy and ancl oxy-reinforced 7075—T 6 aluminum 
alloy [with list of references ; by] Daniel J. Chwirut. May 1972. iii+57+ 
[1] p. il. 4° * Paper, 60c. 
11329 725. Neutron moments computer code, moment 1 [with list of references] ; by 
arles M. Bisenhauer, George L. Simmons, and Lewis V. Spencer. May 
1972. iv+34+ [1] p. il. 4° * Paper, 50c. 


11330 730. Manual and automated fingerprint registration [with list of references; by] 
J. H. Wegstein. June 1972. [2]+23+[1] p. il. 4° * Paper, 35c. 


Voluntary product standard PS (series). 
11331 82-70. Hinged interior wood door units, revision 1. [1972.] 2 B, 4° [Effective 


June 15, 1972.] + @ Item 243 C 13.20/2: 32—70/rev.1 
NATIONAL CENTER FOR HEALTH SERVICES RESEARCH AND 
DEVELOPMENT, Health, Education, and Welfare Dept. 
Rockville, MD 20852 


11332 Drug use data, assessment of terminal devices used for acquisition and 
retrieval [with bibliographies; by] Joseph D. McEvilla and Marlane 
Gainor. [1971.] viii+[1]+75 p. il. 4° (DHEW publication (HSM) 72- 
3082; [Case study series]; (Pharmacy-Related Programs Branch.) 
{Supported by Personal services contract B-38713.] * Paper, $1.00. 
@ Item 491-B-1 HE 20.2102 : D 84/2 


NATIONAL CENTER FOR HEALTH STATISTICS, Health, Education, 
and Welfare Dept., Washington, DC 20201 


11333 Organization & functions, National Center for Health Statistics. [Revised 
Feb. 1972.] [1972.] [2] p. il. oblong 8° folded into narrow 8° size. (DHEW 
publication (HSM) 72 1200.) + @ Item 508 HE 20.2202: N 21 

Vital and health statistics: Series 10, Data from National health survey. 

@ Item 500-E HE 20.2210 : (series no./nos.) 

11334 71. Time lost from work among currently employed population, United States, 
at } page list of references; by Charles S. Wilder]. [Apr. 1972.] iv+44 

p. i (DHEW Publication (HSM) 72-1053; [Division of Health Inter- 

view Statistics) ) [Prepared in cooperation with Bureau of Census.] 


T, ; 
L.C. vard 70-179930 
*For Sale by Superintendent of Documents 


Distribution Made by Issuing Office 
{Official Use. Not Available 
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113385 = 72. Cope estimates from health anteeviow survey, United Bootes, 1970 es 
t of related publications ; by Mary H. Wilder]. May 1972. vi+66 p. il. 4° 
(Diaw publication (HSM) 72-1084 ; [Division of Health Interview Statis- 
en p ) ae ae cooperation with Census Bureau. ] * Paper, 65c. 
C. card 65-62 


[This entry number not used.] 


—— Series 14, Data from National Health Resources. 


3. Opticians ~~ in health services, United States, 1969 [with list of ref- 
erences ; by Henry S. Mount]. June 1972. iv+86 p. il. 4° (DHEW publica- 
tion (HSM) 72—1052 ; [Division of Health epemmies Statistics].) [Prepared 


in cooperation with Bureau of Census. ] * Paper, $1.00. 
L.C. card 78—-179935 HE 20.2210 : 14/3 


NATIONAL CENTER FOR SOCIAL STATISTICS, Health, Education, 
and Welfare Dept., Washington, DC 20201 


Fair hearings in public assistance, July—Dec. 1970. Apr. 5, 1972. [1] +6 p. 13 
tabs. 4° (DHEW publication (SRS) 72-03257; NCSS report E-8 (7-12/ 
70.) [Issued with perforations.] + HE 17.644 : 970-2 


Research and statistics as management tool, proceedings of 11th workshop 
on public welfare research and statistics, Aug. 8-11, 1971, Las Vegas, 
Nev. [1972.] [1]+xii+173 p.4° (DHEW publication (SRS) 72—03975.) 
+ @ Item 512-D-3 HE 17.602: R 31/2 


NATIONAL CLEARINGHOUSE FOR SMOKING AND HEALTH 
Health, Education, and Welfare Dept., Rockville, MD 20852 


11340 Smokers aid to non-smoking, a scorecard. [Nov. 1971.] [6] leaves oblong 32° 


({DHEW publication HSM 72-7515.]) * Paper, 20c. 
HE 20.2602 : Sm 7/12 


NATIONAL CREDIF UNION ADMINISTRATION 
1325 K St. NW., Washington, DC 20256 


Development of Federal credit unions. [1972.] cover title, [3]+15 p. 4° 
({NCUA 8035.1) f NCU 1.2: F 31/2 


NATIONAL ENDOWMENT FOR THE ARTS, National Foundation on 
the Arts and the Humanities, Washington, DC 20506 


11342 Encouraging American craftsmen, report of the Interagency Crafts Com- 
mittee [with bibliography] ; by Charles Counts. [1972.] 36 p.il.4° [Pub- 
lished by the Committee with the assistance of Economic Development 
Administration, Commerce Dept., Farmer Cooperative Service, Agricul- 
ture Dept., National Endowment for the Arts, National Council on the 
Arts.] * Paper, 45c. (S/N 3600-0010). @ Item 831-B-2 
L.C. card 72-602247 NF 2.2:C & 


NATIONAL HIGHWAY TRAFFIC SAFETY ADMINISTRATION 
Transportation Dept., Washington, DC 20591 


Federal motor vehicle safety standards and regulations, supp. 20, June 6, 
1972. [1972.] [19] p. il. 4° [Issued in looseleaf form.] * Paper, $8.00 
(including basic manual and supplemental material for an indefinite 
period) ; $2.00 additional for foreign mailing. @ Item 982-D-3 

TD 2.206: M 85/969-2/supp.20 


—— supp. 21, June 21, 1972. [1972.] [24] p. il. 4° [Issued in looseleaf 
form.] * Paper, $8.00 (including basic manual and supplemental ma- 


terial for an indefinite period) ; $2.00 additional for foreign mailing. 
@ Item 982-D-3 TD 2.206: M 85/969-2/supp.21 


Selective traffic enforcement program, planning guide. Oct. 1971. [1]+-vii+ 
60 p. il. 4° (Traffic Safety Programs, Office of Standards Development 
and Implementation.) f¢ TD 88: T 67 


#For Sale by National Technical Information Service, 


Springfield, VA 22151 
@Sent to Depository Libraries 





GoveRNMENT PUBLICATIONS 


NATIONAL INSTITUTE OF ALLERGY AND INFECTIOUS 
DISEASES, Health, Education, and Welfare Dept. 
thesda, MD 20014 


11346 Manual of tissue typing techniques [with lists of references]; edited by 
John G. Ray, jr. [and others]. Apr. 1972. [5]-+86 p. il. 4° (Transplanta- 
tion and Immunology Branch, Collaborative Research.) + @ Item 
505-A-2 HD 20.3258 : T 52 


NATIONAL INSTITUTE OF MENTAL HEALTH, Health, Education, 
and Welfare Dept., Chevy Chase, MD 20015 


11347 Mental health researeh grant awards, fiscal year 1971; prepared by Pro- 
gram Analysis and Hvaluation Section, Division of Extramural Research 
Programs. [1972.] viii+67 p. (({DHEW publication (HSM) 72-9078].) 
* Paper, 40c. @ Item 507-B-11 HE 20.2423 : 971 


11348 National Clearinghouse for Mental Health Information, serving the pro- 
fessional community and concerned public. [1972.] [2]+12+[2] p. il. 
oblong 24° ({[DHEW publication (HSM) 72-9047.]) * Paper, 20c. 
(S/N 1724-0217). @ Item 507-B-5 HE 20.2402 : M 52/2 


11349 Research and human services, guide te collaboration for program develop- 
ment; [by] David Twain, Eleanor Harlow, [and] Donald Merwin. Sept. 
1970, [published 1972]. [6]+ii+95 p. (([DHEW publication (HSM) 72- 
9114.]) [Reprint of report issued by Research and Development Center, 
Jewish Board of Guardians, New York, partially supported by grant 
MH 15860.] * Paper, 50c. (S/N 1724-0023). @ Item 507-—B-10 
HE 20.2408 : H 88 


Survey and Reports Section, statistical notes. (Biometry Branch, Office of 
Program Planning and Evaluation.) 


11350 63. a of community mental health centers; [by] Roce D. Bass. 
Pe ois . Tp. 4° ({DHHW publication( HSM) f2-B012].) ok Item 


_ 2424 : 63 
NATIONAL INSTITUTE OF NEUROLOGICAL DISEASES AND 
STROKE, Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


Biblio-profile on human communication and its disorders, capsule state-of- 


the-art report with bibliography. 

11351 8. Surgical treatment of deafness, 579 references, 1968—July 1971, period of 
search, ag A A 1971; [by Patrick B. Brookhouser, John BD. Boardley and 
B. Louise Worthin oa] Be d 1971. [4] + ix+ [2] 471 p. 4° (DHBPW publi- 
cation (NIH) 72-820.) [Prepared by Information Center for Hearing, Speech, 
and Disorders of Human Communication, Johns Hopkins Medical’ tnstitu- 

tions, Baltimore, Md., supported by contract NIH 71-2281.] f 
HB 20. 3598/2: "3 


NATIONAL MARINE FISHERIES SERVICE, Commerce Dept. 
Washington, DC 20230 


Current fisheries statistics. 


113852 5909. me: a landings, annual summary 1971. May 24, 1972. 7 p. 4° [Pre- 
in cooperation with New Jersey Department of Environmental 

rotection = vision of Fish, Game, and Shellfisheries, Trenton, N.J.) f 

@ Item 6 C 55.300/2 : 5909 


NATIONAL OCEAN SURVEY, Commerce Dept. 
Washington, DC 30235 


11353 Great lakes pilot, 1972, Supplement 2, June 1972, Corrections and addi- 
tions. [1972.] [2] p.+12+ [1] leaves [Bearings are true and distances 
are expressed in statute miles. Supplements information given upon 
charts published by Lakes Survey Center.] + Lake Survey Center, 630 
Federal Building & U.S. Courthouse, Detroit, MI 48226 

© 55.420 : 972/supp.2 
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Official Use. Not Available 





Avcust 1972 


NATIONAL OCEANIC AND ATMOSPHERIC ADMINISTRATION 
Commerce Dept., Washington, DC 20235 


NOAA technical memorandum, (Environmental Data Service, National 
Oceanographic Data Center, a Spring, Md.) 


EDS NODC-2. Marine science newsletters, annotated biblio, ography : gor compiled by 
Charlotte pH vey Mar. 1972. 1i+18 p. 4° 
C 55.18/2: B 8 NODC-2 


NATIONAL OCEANOGRAPHIC INSTRUMENTATION CENTER 
Commerce Dept., Washington, DC 20390 


Instrument fact sheet IF'S (series). C 55.71 : (nos. ) 


72003. Model 210B, acoustic release device and model 202MB, accustic sound 
interrogator, Ocean Research Hquipment Inc., Falmouth, Mass. Jan. 
1972. 7 p. il. 4° [Issued i agg 

72004. Model 9060, self-contained iy. temperature, and depth recorder, 
Plessey Environmental = an Diego, Calif. Feb. 1972. 7 p. il. 4 
[Issued with perforations. ] 


NATIONAL PARK SERVICE, Interior Dept. 
Washington, DC 20242 


Capitol Reef National Park, Utah. [Revised 1972.] [1972.] [2] p. il. oblong 
large 8° folded into narrow 24° size. + @ Item 661 I 29.6: C 17/972 


Garthright House, Richmond National Battlefield Park, [historic struc- 
tures report, architectural data] ; by Russell Jones with contributions by 
James Askins. Mar. 1971. [3]+-73 leaves, il. 21 pl. 4° (Office of History 
and Historic Architecture, Hastern Service Center, Washington, D.C.) t¢ 
L.C. card 75-613997 129.2: G 19/2 


Interpretive prospectus: Lincoln Boyhood National Memorial, Ind.; [by 
John Tiff and others]. [1971.] [2]+16 p. il. 4° [Text on p. 2-8 of 
cover.] tf 129.2: L 63/3 


—— Theodore Roosevelt Birthplace National Historic Site, New York; 
[by Arthur C. Allen]. [1971.] [2]+22 p. iL 4° ¢ 129.2: T 34/2 


Montgomery’s Tavern and Johnston and Armstrong’s Store, Arkansas Post 
National Memorial, historic structures report, historic data [with bib- 
liography]; by Edwin C. Bearss. May 31, 1971. [1]+-vi+72 leaves, iL 
2 pl. 4° (Office of History and Historic Architecture, Eastern Service 
Center, Washington, D.C.) tf 
L.C. card 70-614268 I 29.2: M 76/2 


Protecting Sherman’s lifeline, battles of Brices Cross Roads and Tupelo, 
1864 ; by Edwin C. Bearss. 1971. [published 1972] [40] p. il. 16° (Office 
of Publications.) * Paper, 70c. (S/N 2406-0285). @ Item 648 
L.C. card 72-602255 120.2: Sh5 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


Federal funds for research, development, and other scientific activities: 
v. 20, Fiscal years 1970-72; [prepared in Division of Science Resources 
Studies]. [1972.] x-+242 p. il. oblong 4° (Surveys of Science Resources 
series; NSF 71-35.) * Paper, $2.00 (S/N 3300-0412). © aioe 

1.18: 20 


Science resources studies highlights: First-year, full-time graduate science 
enrollment continues to decline; prepared in Universities and Nonprofit 
Institutions Studies Group, Division of Science Resources Studies. 
May 25, 1972. 4 p. il. 4° (NSF 72-308.) f NS 1.31: G 75/2 


Unemployment rates and employment characteristics for scientists and 
engineers, 1971; [prepared by J. James Brown]. [1972.] xviii+-193 p. iL 
4° (NSF 72-307.) * Paper, $1.75. @ Item 834-0 NS 12: Un 2/971 
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pringfield, VA 22151 
@Sent to Depository Libraries a gt Page 61 





GovERNMENT PUBLICATIONS 


NATIONAL TRANSPORTATION SAFETY BOARD, Transportation 
Dept., Washington, DC 20590 


Aircraft accident report NTSB-AAR (series). TD 1.112: (nos.) 


11366 72-3. Monmouth Airlines, Inc., schedule air taxi, Beech 99, N-986MA, Allen- 
town-Bethichem-Haston Airport, Allentown, Pa., Oct. 24, 1971. [1972.] 

+7+ [8] 1p. il. 4° Paper, $3.00. 
11367 72-5. Cunthanmeal Air ne Inc., Sosing 707—320C, N47330, vere Flying Serv- 
ice, Cessna 150J, N61011, Compton, Calif., Aug. 4, 1971; adopted . 29, 
1971. [1972.] ive T18) p p. 4° (SA-none ; file 1-0014.) @ Paper, $3.00. 
11368 72-7. —— World Airlines, Boeing 707, N6729TW ‘and American Airlines Boeing 
N8432 near so a eer ¥ Pa., June 11, 1971. [1972.] iv+10 p. 4° 

js Bom file 10010.) ‘aper, $3.00. 


NATIONAL WEATHER SERVICE, Commerce Dept. 
Washington, DC 20235 


11369 Daily river stages, v. 65, 1969; compiled by National Climatic Center, 
Environmental Data Service. Silver Spring, Md., 1970. iv-+156 p. il. 4° 
[Prepared for Office of Hydrology. Prior to 1949 publication was issued 
as Daily river stages at river gage stations on principal rivers of United 
States. Errata, 1 p., issued also.] * Paper, $1.75. C 55.117 : 65 


11370 —__ y, 66, 1970; compiled by National Climatic Center, Environmental 
Data Service. Silver Spring, Md., 1971. iv+166 p. il. 4° [Prepared for 
Office of Hydrology. Prior to 1949 publication was entitled Daily river 
stages, at river gage stations on principal rivers of United States.] 
* Paper, $1.75. C 55.117 : 66 
11371 Mash flood. [Oct. 1971.] [2]+2 p. il. 4° [English and Spanish.] 


+ National Weather Service, Southern Region, Fort Worth, Tex. 
© 55.102: F 65 


11372 Great Lakes elevation corrections to ship’s barometer readings to obtain 


sea level pressures. [1972.] 6 p. il. 4° * Paper, 20c. @ Item 275 
C 55.102: G 79 


11373 Relative humidity and dew point table. [1972.] [2] p. 4° tt TA B-O- 
6F.) fT C 55.102 : H 88 


Training paper. 

11374 5. Training guide in surface SAWRS observations. Apr. 1972. 88 p. il. 4° (Data 
Acquisition Division, Silver Spring, Md.) [Issued with perforations. Super- 
sedes Primary training manual for supplementary aeronautical weather 
reports, Apr. 1949.] f C 55.121: 5 


NAVAL OCEANOGRAPHIC OFFICE, Defense Dept. 
Washington, DC 20390 


Special publication SP (series). 
11375 60 (72). Bastern Arctic ice, seasonal outlook a6r9 . Coespered Br by Applications 


Research Division]. Apr. 1972. 12 p. apes, 
D 20852 /3 : 60(72) 


NAVAL PERSONNEL BUREAU, Defense Dept. 
Washington, DC 20390 


Nots#.—See also Naval Training Support Command. 

11376 Information handbook, Chaplain Corps application procedures. [Revised 
Mar. 1972.] [1972.] 18 p. 4° [Issued with perforations. Supplement to 
No greater service.] ¢{ @ Item 403-A D 208.6/8 : C 36/4 


NAVAL RESEARCH OFFICE, Defense Dept. 
Washington, DC 20390 


11877 Navy & the common sea; [by] Norman V. Breckner [and others]. 1972. 
xviii+[1]+225 p. il. 12° [Prepared under contract N00014-68—-A-0091 
by Center for Naval Analyses, affiliate of University of Rochester, N.Y.] 


* Paper, $1.50 (S/N 0851-0055). © Item 407 
L.O. card 72-602249 D 210.2: N 22/5 


*For Sale by Superintendent of Documents 
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NRL report. (Naval Research Laboratory.) 

11378 7414. Perturbative treatment of thermal blooming in pulsed laser beams [| with list 
of references ; by] Alfred H. Aitken. Apr. 18, 1972. cover title, ii+ 32 p. 4° 

[NRL problem N01-—23.101; project RR 011-07-41-5066.] 4 Paper, 

$3.00 (AD 741677). D 210.8 : 7414 

11379 Training device guide, revised July 1, 1971. [revised pages]. Jan. 15, 1972. 
[70] p. il. 4° (NAVTRADEV P-530-2-R1; Naval Training Device Cen- 

ter, Orlando, Fla.) [Issued in looseleaf form. Includes Change Pages 
noticel.] ¢t D 210.14/2: T 68/971/ch.1 


NAVAL TRAINING SUPPORT COMMAND, Defense Dept. 
Washington, DC 20390 


Nots.—The name of the Naval Personnel Bureau has been changed to the Naval 
Training Support Command. 

11380 Military requirements for senior & master chief petty officer; [prepared by 
Training Publications Division, Naval Personnel Programs Support Ac- 
tivity, Washington, D.C.]. 1st edition, 1972. iii+109 p. il. 4° (NAVTRA 
10115; Rate training manual.) t @ Item 404 
L.C. card 72—602245 D 208.11 : P 45/4/972 


OCCUPATIONAL SAFETY AND HEALTH ADMINISTRATION 
Labor Dept., Washington, DC 20210 


Notge.—The Occupational Safety and Health Administration was established 
within the Department of Labor by Public law 91-596, approved Apr. 28, 1971. 
Occupational safety and health regulations, OSHA (series). @ Item 
766—D L 35.6/2 : (nos. ) 
11381 2040. Construction. [Feb. 1972.] [19] p. il. 4° [BHxcerpts from Federal register 
(29 CFR 1926), Feb. 16-25, 1972.] * Paper, 20c. 


11382 2041. General industry. [1972.] [29] p. il. 4° [Hxcerpts from Federal register 
Jan, 11—Mar. 31, 1972.] * Paper, 25c. 


OIL AND GAS OFFICE, Interior Dept. 
Washington, DC 20240 


11383 Minimizing damage to refineries from nuclear attack, natural and other 
disasters [with list of references] ; by Maynard M. Stephens. Feb. 1970 
[published 1972]. xvi+[1]+241 p. il. 1 overlay in pocket, 4° [Prepared 
for Civil Defense Office, Industrial Participation, Army Department. 
Work order DAHC 20-68—-C--0097. Text on p. 2 of cover.] * Paper, $2.50. 
@ Item 657-C I 64.8: R 25 


11384 Report and studies of Office of Oil and Gas, and Oil and Gas Industry 
Advisory Committees (1960-1971). July 1971. [135] leaves 4° { 
L.C. card 72-601854 I 64.2: Oi 5/2/960-71 


POSTAL RATE COMMISSION 


Nots.—tThe Postal Rate Commission is an independent agency created by chapter 
36, subchapter I of the Postal Reorganization Act of August 12, 1970. 

11385 United States Postal Service, action of Governors under 39 U.S.C., section 
3625x and supporting record in matter of postal rate and fee increases, 
1971, docket no. R 71-1. [1972.] * Paper, $36.75, per set of 8 bks. (S/N 
5262-0001). @ Item 1002 Y3.P &/4:2Un3 
v. 1. Decisions and briefs on exceptions, [3] +xxiii+ [1] +3965 p. 4° 
iv. 2. Pleadings and briefs, further arguments on audit adjustment, pts. 1-2. 

[1] 41141 p. il. 4° 
v. 3. sa tin ay od 5 Cee Bin 4 ~ math yy Wy 
v. 4. Bshibita, pts. 1-2. ['1] +1533 p. iL. 4° 
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PRESIDENT OF UNITED STATES 
Washington, DC 20501 


11386 First Pacific forum on mental retardation, report of proceedings held 
Sept. 28-Oct. 1, 1971; edited by Marianna Paige. [1972.] vii+-56 p. il. 4° 
(DHEW publication (OS)-72-18; President’s Committee on Mental 
Retardation.) + President’s Committee on Mental Retardation, Wash- 
ington, DC 20201. 

L.C. card 72-601793 Pr 36.8: M 52/P 11 

11387 Governor’s Council on Physical Fitness, need, organization, functions, 
finance, ideas that work. [1972.] [7] p. il. (President’s Council on Physi- 
cal Fitness and Sports.) + President’s Council on Physical Fitness and 
Sports, Washington, DC 20202 Pr 37.8: P 56/2/G 74 


11388 Improving productivity and productivity measurement in local governments 
[with bibliography]; by Harry P. Hatry and Donald M. Fisk. June 1971 
[published 1972]. xvii+73 p. il. 4° (National Commission on Produc- 
tivity.) +t @ Item 851-J 
L.C. card 72-601992 Pr 37.8: P 94/G 74 


11389 Private and public manpower policies to stimulate productivity; by Eli 
Ginzberg with James W. Kuhn and Beatrice G. Reubens. June 1971 
[published 1972]. v+13 p. 4° (National Commission on Productivity.) 
t @ Item 851-J 
L.C. card 72-602250 Pr 37.8: P 94/M 381 

11390 Productivity bargaining, British and American experience [with selected 
bibliography]; prepared by Robert McKersie, Lawrence Hunter [and] 
Werner Sengenberger. Jan. 1972. iv+-19 p. 4° (National Commission on 
Productivity.) t @ Item 851-J Pr 37.8: P 94/B 23 


11391 Productivity issues in domestic shoe industry ; by Stanley M. Jacks. Aug. 27, 
1971 [published 1972]. v+38 p. 4° (National Commission on Produc- 
tivity.) +t @ Item 851-J 
L.C. card 72-602262 Pr 37.8: P 94/Sh 7 


RECLAMATION BUREAU, Interior Dept. 
Washington, DC 20240 


11392 Polymer impregnated concrete pipe; by George B. Wallace. [1972.] 7 
leaves, 2 pl. 4° (Engineering and Research Center.) [Paper for pres- 
entation at 1971 annual meeting of Agriculture Division of American 
Concrete Pipe Association, Denver, Colo.! + I 27.2: P 66 


Power O. and M. report, field review of maintenance. 


11393 Hlectrical equipment, Missouri-Oahe projects of Pick-Sloan Missouri Basin pro- 
am, Canyon Ferry project, Yellowtail project, Region 6; 7 Division of rer 
peration and Maintenance. Oct. 1971. cover title, 15 p. il. 4° (Re 

Denver, Colo.) [Issued in looseleaf form.] ft I 27.45/2:M 69 o/b 

11394 Project Skywater, atmospheric water resources program, 1971 annual 
report, summary and contractor reports [with bibliographies]. Denver, 

Colo. Jan. 1972. cover title, [3]++-iv-+392 p. il. 4° (Atmospheric Water 
Resources Management Division, Engineering and Research Center, 
Denver, Colo. ; REC—-ERC-72-2.) [Text on p. 2 of cover.] & Paper, $3.00. 

I 27.57 : 971 


11394A REC-PRO [Reclamation Bureau, Engineering and Research Center] 
(serie 


Ss). 
72-2. See, above, Project Skywater. 


REGIONAL MEDICAL PROGRAMS SERVICE, a Education, and 
Welfare Dept., Bethesda, MD 20014 


11395 Hemodialysis manual [with bibliographies]. [1971.] [7]-+-826+-[4] p. il. 4° 
({DHEW publication (HSM) 72-7002]; Division of Professional and 
Technical Development.) [Performed under contract HSM 110-71-1238 
by Haemo Life Systems.] * Paper, $2.50. @ Item 483—-A-2 

HB 20.2608 : H 37/971 
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11396 Selected bibliography of regional medical programs. Revised Jan. 1972. 
[1972.] [1]+iii+35 p. 4° ([DHHW publication (HSM) 72-7003.]) ft 
@ Item 483-L-3 
L.C. card 72-602242 HB 20.2611 : 972 


REHABILITATION SERVICES ADMINISTRATION, Health, Education, 
and Welfare Dept., Washington, DC 20201 


11397 For the disabled, help through rehabilitation. [Jan. 1972.] [20] p. iL 
narrow 8° ([SRS 72-25008.]) + @ Item 529 HE 17.102: D 63/972 


11398 State vocational rehabilitation agency, program and financial plan, basic 
assumptions and guidelines, Mar. 14, 1972. [1972.] [49] p. 4° ((SRS) 
72-25015.) f HE 17.102: St 2/6 


RURAL ELECTRIFICATION ADMINISTRATION, Agriculture Dept. 
Washington, DC 20250 


List of materials acceptable for use on telephone systems of RHA bor- 
rowers, Jan. 1972, supp. 1. May 1972. [59] p. 4° (REA bulletin 344-2.) 
[Issued in looseleaf form.] * Paper, $3.00 (including basic manual and 
2 irregular supplements) ; 75c. additional for foreign mailing. @ Item 
116-A A 68.6/5 : 972/supp.1 


11400 Report of Administrator, Rural Electrification Administration, [fiscal 
year] 1971. [1972.] [3]+51 p. * Paper, 25c. (S/N 0110-0045). © Item 
115 A 68.1: 971 


SECRET SERVICE, Treasury Dept. 
Washington, DC 20220 


11401 Law enforcement assistance award. [1972.] [8] p. il. narrow 8° + @ Item 
974 T 34.2: L41 


SELECTIVE SERVICE SYSTEM 
Washington, DC 20435 


11402 Conscientious objectors, what conscientious objection is all about. [1972.] 
ll p.il. ¢ @ Item 1075 Y3.Se 4:2C 76/2 


SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


11403 SBA economic review, annual issue 1972. [Apr. 1972.] cover title, [1]+2+ 
175 p. 4° (Office of Planning, Research and Analysis.) ¢ @ Item 
901-V SBA 1.27 : 972 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


Smithsonian contributions to botany. 


6. Flora morphology and systematics of Lamourouxia (Scrophulariaceae: Rhinan- 
thoideae) [with bibliography ; by] Wallace R. Ernst. 1972. [3] +63 p. il. 4° 
* Paper, $1.25. @ Item 910-E 
L.C. card 72-39820 81 1.29:6 


SOCIAL SECURITY ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 


From social security survey of the disabled, 1966 reports. (Office of Re- 
search and Statistics. ) 


18. Onset of disability [with list of references]; by Ralph Treitel. June 1972. 
{1]+28 p. 4° (DHEW pub. (SSA) 72-11713.) ft HB 3,54/2:18 
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Research and statistics note, 1972 (series). (Office of Research and Statis- 
tics.) f HDB 3.28/2 : 972/ (nos. ) 


11406 5. Independent health insurance plans in 1970; by Marjorie Smith Mueller. 
Mar. 22, 1972.13 p.4° (DHEW publication 72-11701.) 


11407 10. Social secur numbers issued, 1937-71; by Herbert R. Tacker. May 8, 1972. 
6 p. 4° EW publication’ (SSA) 72-11701. ) 
11408 11. Federal mt... to State and local governments, 1970—71; by Sophie R. Dales. 
May 12, 1972.3p.4° (DHEW publication (SSA) 72-11701. ) 
11409 Social security information for young families. [Feb. 1972.] [1]+-18 p. il. 
({DHEW publication (SSA) 72-1008.]) * Paper, 15c. (S/N 1770-0185). 
@ Item 516 HE 3.2: F 21/5 


11410 Summary guide to social security. [Mar. 1972.] cover title, 8 p. 12° 
([DHEW publication (SSA) 72-10644.]) + @ Item 516—C 
HB 3.6/3: So 1/2 


SOIL CONSERVATION SERVICE, Agriculture Dept. 
Washington, DC 20250 


11411 Appraisal of outdoor recreation potentials: Larimer, Morgan, and Weld 
Counties, Colo. Aug. 1970. [3]+-178 p. 4° [Prepared in cooperation with 
individuals and agencies.] t A 57.57 : L 32 


11412 Conservation is for people, report on conservation. Alexandria, La., Nov. 
wi. Bp. = A 57.2: C 76/14 


11413 Guide to making appraisals of potentials for outdoor recreation develop- 
ments. [1969.] cover title, 72 p.4° ft A 57.6/2: Ou8 


11414 Soil survey: Sonoma County, Calif. [with list of literature cited; by 
Vernon C. Miller]. May 1972. cover title, [2]-++188 p. il. 142 p. of pl. and 
maps, 4° [Prepared in cooperation with University of California, Agri- 
cultural Experiment Station. Text on p. 2 of cover. One map is colored.] 
* Paper, $7.75. @ Item 102 (Rev. 1957). 

L.C. card 72-602218 A 57.38: So 5/3 


SPECIAL REPRESENTATIVE FOR TRADE NEGOTIATIONS, 
OFFICE OF, Executive Office of the President, 
Washington, DC 20506 


11415 Pacific basin in world trade, remarks by Ambassador Harold B. Malmgren, 
Deputy Special Representative for Trade Negotiations to combined meet- 
ing of Pacific Basin Economic Council, Wellington, New Zealand, May 17, 
1972. [1972.] 12 p. 4° (Press release 160.) 7 PrEx 9.9: M 29 


11416 Remarks by W. D. Bberle before Keidanren, Tokyo, May 19, 1972. [1972.] 
13 p.4° (Press release 161.) 7+ PrEx 9.9: Hb3 


SPORT FISHERIES AND WILDLIFE BUREAU, Interior Dept. 
Washington, DC 20240 


FGL [Foreign game leaflet] (series). 


11417 26. Erckel’s francolins [with list of references; by Wayne H. Bohl]. fis.,3 ree 
4p. il 4° * Paper, 10c. (S/N 2410-0323) * Item 611-G 


Research reports. 
11418 76,77. Food habits of striped marlin and sailfish off Mexico and Southern Cali- 
name [with list of references], by Douglas H. Evans and Paul 


Wares; Genic polymorphism of blood proteins from white marlin 
{with list of references], 1 Oe H. Edmunds. [1972.] $36) P: il. 4° 


Paper, 45c. (S/N 2410-0 @ Item 614 76,77 


Special scientific report: Wildlife (series). @ Item 614-C 
I 49.15/83 : (nos. ) 
11419 153. Woodcock status report, 1971 [with list of references; by] Eldon R. Clark. 
1972. iv+47 p. il. 4° * Paper, 50c. (S/N 2410-0315). @ Item 614—C 
11420 157. Status report on cats (Felidae) of world, 1971 [with list of literature cited] ; 
by John Paradiso. 1972. iv+43 p. 4° * Paper, 50c. 
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Technical papers. 

11421 61-62. Test of variations of 5, salmon diet, 1970 [with = ae references], 
by Laurie Fowler, Joe Banks, and Joseph W. Elliott; Efficacy, 
toxicity, and — . nifurpirinol in salmonids (with lists of ref- 
qeoneeal, ag De nald F. Amend, Apr. 1972. ii+18-+ p. +S * Paper. 

35e. (S/N 10-0323). *@ Teen 615-—A 49.68 : 61-63 


STATE DEPARTMENT 
Washington, DC 20520 


Background notes. ( [Office of Media Services, Bureau of Public Affairs.]) 
[Issued with perforations.] * Paper, $3.50 per yr., $3.00 additional for 
foreign mailing; single copies, each 10c. @ Item 862—-B 


Arab Republic of Egypt [with reading list]. [Revised Apr. 1972.] [1972. J 8 p. il. 4° 
([Publication 8152.]) 8 1.12. 23: Fad 

Gabon Republic [with reading list]. [Revised Apr. 1972.] (19%. 1 
([Publication 7968.]) 81 estore 

Hashemite Kingdom of Jordan [with reading list]. [Revised Apr. 1972. ] (1972, 
6 p. il. 4° ([Publication 7956.]) 1.123: 

ion i [with reading list]. [Revised Apr. 1972.] [1972.] 4 p. il. SL § 


Kingdom of Netherlands [with reading list.] [Revised Mar. 1972.] (1972. 
4° UE eptention i af }) 123: 
Macao [with reading list]. [Revised Apr. 1972.] [1972.] 4 p. il. sos 
tion 8352.]) 1.1 
Polish People’s Republic [with reading list]. [Revised May 1972.] [1972 4‘ 
4° ([Publication 8020.]) 8 1.123 iP 15/013 
Republic of Kenya [with reading list]. [Revised Apr. 1972.] Gers. S 
tT Publication 8024.]) 128: ia) 72 
Republic of Paraguay {" Pwith reading list]. [Revised Apr. 1972.] per, 22). 4 a, 1, 4° 
([{ Publication 21/972 
Somali Democratic dn [with reading list]. [Revised Apr. i972.) > /otd 
6 p. il. 4° ([Publication 7881.]) 81 : So Ye 
State of Bahrain [with reading list]. [Revised Apr. 1972.] i972) 4 p. il. 
({Publication 8013.]) ay B 14/972 
State of Qatar hae! reading list]. [Revised Apr. 1972.] [1973.1 4 p. il. 4° 
({Publication 7906.]) 8 1.123: Q 1/972 
United Arab Emirates [with reading list]. [Revised Apr. 1972. er) 4 p. il. 4° 
({ Publication 7901.]) : Un 34 a/2 


Department and Foreign Service series. S 1.60: — 


11435 127. You and your passport, application — Wi vaccinations, care of 


passport, visas, getting along abroad. [Rev Apr. 1972.] £1972.) 14] 
p. narrow 12° ([Publication 7728]; Passport Office.) * Paper, 10c. 
@ Item 863 

128. Foreign consular offices in United States, 1972. [Revised Apr. 1972.] [1972.] 
— title, ii+96 p. ([Publication 7846.]) Paper, 45c. @ Item 863 & 


Foreign relations of United States, 1947; v. 3, British Commonwealth; 
Europe. 1972. xiv-+1131 p. ([{Publication 8625, Historical Office, Bureau 
of Public Affairs.]) [Also issued as H. doc. 790, pt. 3, 80th Cong., 2d 
sess.] * Cloth, $5.75 (S/N 440-1411). @ Item 872 S$ 1.1: 947/v.3 


11438 —__ y, 6, Far Hast. 1972. ix+1159 p. ([Publication 8606; Historical Office, 
Bureau of Public Affairs.]) [Also issued as H. doc. 790, v. 6, 80th Cong., 
2d sess.] * Cloth, $6.00. @ Item 872 S$ 1.1: 947/v.6 


11439 Foreign Service Institute, its purposes and programs. Apr. 1972. [10] p. il. 
narrow 8° ({Foreign Service Institute.]) + @ Item 872-A 
§$1.114/3: F 76 


11440 Foreign Service retirement and disability system, questions and answers. 
May 1972. [2]+30 p. [Table of contents on p. 2 of cover.] ¢ @ Item 
876 $12: F 76s/8 


Treaties and other international acts series. * Paper, $15.00 a yr. (ap 
proximately 150 issues), $7.00 additional for foreign mailing; single 
copies vary in price. (Issues of $1.00 or more are not furnished as part 
of the subscription). @ Item 899 S 9.10: (nos.) 


7231. Agricultural commodities, net between United States and Bolivia, 
signed La Paz Apr. 29, 197 [entered into force Apr. 1971, with 
memorandum of tinderstanding [1972.] [2]+30 p. *Ponglish and 


Spanish.] * Pa 
L.C. card 72-b0s048 
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Treaties and other international acts series—Continued 


7263. loyment in Bahrain of United States Middle East force, agreement 
tween United States and Bahrain, effected by exchange of notes, signed 
| ey _ 1971; [entered into force Dec. 23, 1971]. {1972.] (21 
p. aper, 
L.C. card 72—601368 
. Television system and radio facility, agreement between United States and 
Saudi Arabia, extending agreement of Dec. 9, 1963, and Jan. 6, 1964, as 
amended and extended, effected by exchange of notes, signed Jidda 
June 23, 1971, and Jan. 4, 1972]. [1972.] [2] +3 p. [Arabic and English. ] 
* Paper, 10c. 
L.C. card 72-601356 
Agricultural commodities, agreement between United States and Indonesia 
amending agreement of Mar. 17, 1971, as amended, effected by exchange 
of notes res Djakarta Jan. 5, 1972; [entered into force Jan. 5, 1972]. 
[1972.] i 128: * Paper, 10c. 
L.C. card 72-602261 
. Trade in cotton textiles, agreement between United States and Hong Kong, 
amending agreement of Dec. 17, 1970, effected by exchange of notes signed 
Hong Kon 1972; [entered into force Jan. 6, 1972, effective 


Oct. 1 Sota). 11973.) [2] +5 *P 10 

ct. 1, iy 3 p. ‘aper, 10c. 

L.C. card 72 eh1823 

. Agricultural commodities, agreement between United States and Israel, 
8 


igned Washington Jan. 13, 1972; [entered into force Jan. 13, 1972]. 

[1972.] [2]+3p. * Paper, 10c. 
L.C. card 72—601822 

. Satellite telemetry/telecommand station near Fairbanks, Alaska, agreement 
between United States and Buropean Space Research Organization, 
amending and extending agreement of Nov. 28, 1966, effected by er 
of notes, signed Neuilly-sur-Seine and Paris, Feb. 21 and 23, 1972; 
[entered into force Feb. 23, 1972.] [2]+2p. * Paper, 10c. 
L.C. card 72-601816 

. Agricultural commodities, agreement between United States and Dominican 
re ~ Santo mingo Feb. 14, 1972; [entered into force 
Feb. 14, 1972]. [2]+6 p. [English and Spanish.] * Paper, 10c. 
L.C. card 72-601821 

. Bahamas Long Range Proving Ground, transfer of certain areas to United 
States Navy, agreement between United States and United Kingdom of 
Great Britain and Northern Ireland, effected by exchange of notes, signed 
Nassau Aug. 9, 1971 and Feb. 17, 1972; [entered into force Feb. sf 
1972.] [1972.] ais? p. * Paper, 10c. 
L.C. card 72—601820 

. Agricultural commodities, agreement between United States and Viet-Nam, 
amending agreement of June 28, 1971, as amended, effected by exchange 
of notes, signed Saigan Mar. 14, 1972 ; [entered into force Mar. 14, 1972]. 


(1972.] [2]+2p. * Paper, 10c 
L.c. a 72602266 


. Atomic energy, application of Safeguards by IAEA to United States- 

Switzerland cooperation agreement, agreement between United States, 

Switzerland, and International Atomic BPner, Agency, signed Vienna 

Feb. 28, 1972; {entered into force Feb. 28, 1972]. [1972.] [2]+11 p. 
* Paper, 10c. 
L.C. card 72-602240 

. Atomic energy, application of safeguards by IAHA to United States-Sweden 
cooperation agreement, agreement between United States, Sweden and 
International Atomic Energy Agency, signed Vienna, Mar. 1, 1972; 
[entered into force Mar. 1, 1972]. [1972.] [2]+11 p. * Paper, 10c. 
L.C. card 72-602246 

. Peace Corps, agreement between United States and Morocco, effected by 
exchange of notes dated Rabat Feb. 8-9, 1963; [entered into force Feb. 9 
1 1]; and amending agreement effected by exchange of notes signed 
Rabat Mar. 10, 1972; [entered into force Mar. 10, 1972; effective Oct. 1, 
1971]. iyi | {2]+18 p. [French and English.] * Paper, 10c. 
L.C. card 72-602241 

. Trade in cotton textiles, agreement between United States and Thailand, 
effected by exchange of notes signed Bangkok Mar. 16, 1972 ; [entered into 
force Mar. 16, 197} [1972.] [2]+12p. * Paper, 10c. 
L.C. card 72-60225 

. Agricultural commodities, agreement between United States and Pakistan, 
amending agreements of Nov. 25, 1970, and Aug. 6, 1971, effected by 
exchange of notes signed Islamabad Mar. 9, 1972; [entered into force 
Mar. 9, 1972]. [1972.] [2]+3p. * Paper, 10c 
L.C. card 72-602259 

. Economic assistance, agreement between United States and Portugal 
effected by exch e of letters, signed Brussels Dec. 9, 1971; [entere 
into force Dec. 9, 1971]. [1972.] (2144 p. * Paper, 10c. 
L.C. card 72-602254 

. Trade, meat imports, agreement between United States and Ireland, effected 
by exchange of notes, — Washington Mar. 16, 1972; [entered into 
force Mar. 16, 1972}. {1972.1 [2]+6p. * Paper, 10c 
L.C. card 72-6022 
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7311. Agricultural commodities, agreement between United States and Republic 
‘of ss. amending agreement of Jan. 14, 1971, effected by exchange of 
—", ol 12, 1972; [entered into force Apr. 12, 1972]. 


2 2 yh 
fajt2e os 72-802 367. 

7312. Great Lakes water quality, agreement with annexes and texts and terms 
of references, between United States and Canada, signed Ottawa Apr. 15, 
1972; [entered into force Apr. 15, 1972]. [1973.] [2] +69 p. [English 
and French.j] * Paper, 30c. 

Treaties and other international agreements of United States, 1776-1949: 
v. 9, Iraq-Muscat ; compiled under direction of Charles I. Bevans. [ Mar. 
1972.] xv+1307 p. ([Publication 8615.]) * Cloth, $11.00 @ Item 899-A 
L.C. card 70-600742 S 9.12/2:9 


STATISTICAL REPORTING SERVICE, Agriculture Dept. 
Washington, DC 20250 


11461 Capacity of refrigerated warehouses in United States, Oct. 1, 1971. Mar. 
1972. 17 p. il. 4° (Co St 2 (72) ; Crop Reporting Board.) 7f 
A 92.21/3: 971 


11462 Naval stores, 1971-72 annual report, production, supply, distribution, con- 
sumption and stocks of turpentine and rosin and related data for United 

States. May 1972.10 p. 4° (SpCr 3(72) ; Crop Reporting Board.) f 
A 92.25/2 : 971-72 


11463 Optimum plot size for winter wheat; by Ronald A. Wood. Jan. 1972. cover 
title, ii+21 p. 4° (Research and Development Branch, Standards and 


Research Division.) f A 92.2: W 56/2 


SYSTEMS RESEARCH AND DEVELOPMENT SERVICE 
Transportation Dept., Washington, DC 20553 


Report FAA-RD (series). TD 4.509 : (nos. ) 
70-41. Study and experimentation of RF pulse generating and amplifying tech- 
niques for or improving = radar emission characterist <. oe War to final 
= 3 D-—69-—33 [with list of references ; War F. 
Guba, “e Parris. June 1970. [72] p. il. 4° lisceared under contract 
PapTWAisse, by Raytheon Company, Equipment Development Labo- 

711 B68). Wayland, Mass. Project 481—210-O01F] # Paper, $3.00 (AD 


711 

11465 71-102. Developing techniques for automated forecasting of clear air turbulence, 
final report; [by] Frank Lewis [and others]. Nov. 1971. cover title, 
v+34 p. il. 4° (Aviation Weather Syateme 5 ranch.) [Prepared under 
contract DOT—FA69WA155.] Paper, $3.00 


TARIFF COMMISSION 
Washington, DC 36 


Brass wind musical instrument, production and maintenance workers of 
C. G. Conn, Ltd., report to President on investigation TEA—W-133 under 
sec. 301(c) (2) of Trade expansion act of 1962. Apr. 1972. [3] +-13+-22 p. 
4° (TC publication 480.) f+ TC12:B7% 

11467 Calf and kip upper leathers, former workers of Ohio Leather Company, 
Girard, Ohio, report to President on investigation THA—~W-138 under sec. 
301(c) (2) of Trade expansion act of 1962. May 1972. [2]+ii+7+A30 p. 
(TC publication 490.) + TC 1.2: L48/6 

Women’s dress and casual shoes, Duchess Footwear Corp., Salem, Mass., 
report to President on firm investigation TEA—F-39 and worker investi- 
gation TEA—-W-139 under sections 301(c) (1) and 301(c) (2) of Trade 


expansion act of 1962. June 1972. [4]-+25+A47 p. 4° (TC publication 
491.) f¢ T012:Sh7/A17 


TAX COURT 
Washington, DC 20224 


11469 Reports of Tax Court: v. 56, Apr. 1-Sept. 30, 1971 ; Billa C. Thomas reporter. 


1971. viii+1444 p. * Cloth, $6.75 (S/N 2805-0121). @ Item 742 
Ju 11.7 : 56 
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TENNESSEE VALLEY AUTHORITY 
Washington, DC 20444 


11470 Directory of forest products industries in 125 Tennessee Valley counties, 
1971. Apr. 1972. cover title, [1]+v+[1]+68 p. il. 4° (Division of 
Forestry, Fisheries, and Wildlife Development.) + 

Y 3.T 25: 27 F 76/15/971 


Technical note. (Division of Forestry, Fisheries, and Wildlife Develop- 


ment. ) 
11471 B 1. Biomass estimates of black oak tree components [with list of literature 
cited]. Mar. 1972. cover title, [5]+24 p. 1 pl. 4° f Y 3.T 25: 24/B1 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


11472 Transportation topics for consumers, from Office of Consumer Affairs. 
[Quarterly.] f TD 1.25 : (v.nos.& nos. ) 


v. 1, no. 1— Apr. 1972— 


TREASURY DEPARTMENT 
Washington, DC 20220 


Department circular, public debt series. 
11473 6-72. 6 reent treasury bonds of 1982, dated Feb. 15, ry with interest from 
ay 15, 1972, due Feb. 15, 1972. Apr. 27, 1972. +t @ Item 924 


T 1.4/3: 16-72 
11474 Remarks of Edwin S. Cohen, Assistant Secretary of Treasury for Tax 
Policy, before Federal Tax Institute of New England, Boston, Mass., 
Apr. 29, 1972. [1972.] 29 p. 4° (C-299). f T 1.31: C 66/7 


UNITED STATES POSTAL SERVICE 
Washington, DC 20260 


11475 Special postal services for businessman. [June 1972.} [7] p. narrow 8° 
([Notice 120]). + @ Item 837 P12:B96/2 


VETERANS ADMINISTRATION 
Washington, DC 20420 


[Information bulletin] IB (series). 


11476 13-3. Fever thermometers, selection, use and care; red by a ~~ 
Department of Medicine and ae 8) (Max M972. i) {12] 6 Tem > 


sumer publication.) * Paper, 25c N 5100-0056 oe 


WAGE AND HOUR DIVISION, Labor Dept. 
Washington, DC 20210 


11477 Bxemptions related to agriculture under Fair labor standards act. May 
1972. [8]+6 p. 4° (WH publication 1315 (Rev.).) + ©@ Item 777 
L 86.202: Ag 8/3 


WHITE HOUSE CONFERENCE ON AGING 


11478 Section recommendation on planning with related recommendations from 
other sections and special concerns sessions. [1972.] iv+12 p. 4° [At 
head of title on cover: Recommended for action]. * Paper, 25c. @ Item 
1088 Y3.W 58/4: 2P 69/2 


WOMEN’S ean ieee Dept. 
Washington, DC 2021 


Leaflet. 
11479 10. Publications of Women’s Bureau. Jan. 1972. 8 p. narrow 8° t B Preah: 
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A 
Abbreviations : 


contractions, used by . - air traffic con- 
trol, etc., handbook, 10433 
Federal aviation regulations. 11027 
ABM, see Missiles. 
Abort, planning, Apollo experience report, 


Abstracts, see names of Saeeats, bu- 
reaus ete., owns. abstracts. 

Acceptability of VTOL aircraft noise deter- 

mined by absolute subjective testing, 


11268 
Accessions, index, lists, etc., see Library of 


Congress. 
Accessions list, Indonesia, Metegeia, Singa- 
pore and Brunei, serials, 11234 
Accidents, see Aircraft mew 
Accounting, see Accounts and accounting. 
Accounts and accounting, low-rent, account- 
ing handbook, 11150 
Acoustics, see Noise—Sound. 
Ac ~-7.. and disposal of farm commodi- 
es DY 
Acreage marketing guides, 10928 
Actions at law: 
limitation + * actions arising from death 
or injury from defective, etc. improve- 
ments to real property in D.C., hearing, 


10890 
taking of evidence abroad in ove or com- 
mercial matters, convention, 10838 
Actuaries, actuarial values, factors at 6 per- 
cent involvin one and two lives, 11161 
Adams, Arvil employment in the 
South, Nreapiie hal or market, 11212 
Adams, Hdward L., SOLVE, computer pro- 

for determining maximum value of 
ardwood sawl 110: 

Additional on instabilities in at- 
mospheric flow systems associated with 
clear air turbalense, 11253 

—— lec , ete, ; 

"Bentley, Helen D., a 

B Robert, 11164 

Srimese. Andrew F., 11054 

Browne, Secor D., 0648 
Buckley, John L., 11012 

Burns, Arthur F., 11059 

Butz, Bar! L., 10398400, 10416 
Cohen, Edwin 8., 11474 

Dberle, W. D., 11416 

Hodgson, J. D., 11214 

Jackson, Samuel C., 11156 
Malmgren, Harold B., 11415 
Manus, Peter C., 10671 
Marland, S. P., jr., 10975, 10990 
Mitchell, George W., 11061 
Palmby, Clarence D., 10417 
Peterson, Peter G., 10665, 10670 
Sheehan, John B., 11058 

Administration request for increase on pub- 
lic debt ce‘ling, 10821 


Do not order from index; see indicated entry 





Administrative Conference of United States: 
a ag " ‘somened act, amend, 
appcegne ions, authorization, hearings, 

Adsorbents, development of sorbent trace 
contaminant control system includi ing 

ae peters for catalytic o 


predicting spacecraft 
ination in space and in 
chamber, 11286 
Advanced technology V/STOL peepeter re- 
tention system investigation, 10436 
Advi ath Commission on Inter; mo Segoe 
a ons, multistate regionalism, report, 


sda committees, HSMHA public ad- 

ve committees, roster of members, 
AEC, see Atomic Energy Commission, 

Aerodynamics, on shape of bodies being de- 

stroyed by intensive heating durin = 

tion in atmosphere, USSR study, 11203 

8ee e — Force and A... 


e 
Aeromagnetism, see ———— mognetom. 
Aeronautical nee special liog- 

raphy with indexes, oepploment, 11280 


Aeronautics: 
aeronautics u te (periodical), 11252 
031-2 10727 


self- 
a test 


Federal aviation act, amend, re 
Federal aviation re; lations, Ato 
see also Aeronautical e 

Aeronautics update, 11252 

Aetna Life Insurance Co., opportunities for 
improving administration of Government- 
wide Indemni Benefit Plan of health 
insurance for Federal empevecs and aa- 
nuitants, GAO report, 1 

AFHRL, see Air Human Resources 
Laboratory. 

Africa, attempted Communist subversion of 
Africa through Nkrumah’s Ghana, Com- 
munist global subversion and Ame: 
security, 10912 


alternatives to nursing home care, pro- 
posal, 10874 
making services for elderly work, some 
lessons from British experience, 10875 
social security amendments of 1971 con- 
cerning provisions assisting with in- 
come, etc., 22 
White House Conference on Aging, sec- 
section recommendations on planning, 
11478 
see also Gerontology. 
Agency for International oe eg sce 
International Development 

Agglutination, see Hemagglutination. 

Aging, White House Conference on Aging 
section recommendations on planning, 
11478 

see also Gerontology. 
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Aging, Special Committee on, Senate, com- 
mittee prints, 10874, 1087 
— commodities, see Agricultural 


ucts. 
Agricultural economics, see Agriculture. 
Agricultural laborers, see Farm labor. 
Agricultural Marketing Service, PMG series, 


10389 
Agricultural processing, interindustry anal-, 


ysis of grain production and processing, 
implications of expanding markets, 10409 
Agricultural products : 
acquisition and disposal of farm commodi- 
es by CCC, 103 
— commodities, 


with— 
Bolivia, 11441 
China, Republic, 11458 
Dominican Republic, 11448 
Indonesia toe 


Pakistan, 11455 
Viet-Nam, 11450 
improving marketing systems in develop- 
g countries, approach to identifying 
problems and strengthening technical 
assistance, 11065 
marketing research reports, 10403-—409 
orderly liquidation of stocks of agricul- 
tural commodities held by Commodity 
Credit Corporation and expansion of 
markets for surplus agricultural com- 
modities, annual report, 11026 
price support and other loan, purchase, 
and payment programs, legislative au- 
thorities, 103' 
Agricultural Research Service : 
ARS series, 10390—393 
know your Agricultural Research Serv- 
ice, 10413 
Agricultural Stabilization and Conservation 
Service. ASCS background information BI 
series, 10396—397 
Agricultural workers, see Farm labor. 
Agriculture : 
agricultural economic reports, 10971 
agricultural economy of Nigeria, 10973 
Agriculture act, amend, hearing, 10780 
agriculture and the environment 
dress), 11012 
census reports, 1969, area reports, 10457— 


466 
code of Federal lations, 11040—42 
current gains and needed planning (ad- 
dress), 10398 
exemptions related to agriculture under 
Fair labor standards act, 11477 
problems facing farmers, (remarks), 10416 
professional careers in biological and 
agricultural sciences, examination an- 
nouncement, 10651 
salty bark as soil amendment, 11089 
technical assistant, amendment, 10654 
Agriculture and Forestry Committee, Senate, 
report, 10871 
Agriculture and the environment, 11012 
Agriculture Committee, House, hearings, 
10780—783 
Agriculture Department : 
appropriations, 1973, hearings, 10784 
leaflet, 10402 
marketing research reports, 10403—409 
miscellaneous publications, 10410—411 
PA [program aid] series, 10412—413 
statistical bulletins, 10418419 
Aid to blind, see Public welfare. 
Aid to families with dependent children, see 
Public Welfare. 
Air carriers : 
suspension and rejection of rates and 
practices «f domestic and foreign air 
carriers in foreign air transportation re- 
port, 10727 
U.S. carriers, list, 10647 
Air crews, see Flight crews. 
Air-cured tobacco, see Tobacco. 


agreement 


(ad- 
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Air Force: 

Bahamas Long Range Provin 
transfer to certain areas to 
agreement, 11449 

enlisted personnel, 
manual, Air Force manual, 


Ground, 
.S. Navy, 


airman classification 
change, 


10424 
Pacific, PACAF basic bibliographies, 
10429-4320 


see also Armed Forces. 

Air Force Academy, Colo. : 
eatalog, 10420 
provide additional pay for permanent 

rofessors, hearings, 10795 

Air ree Department, Air Force manuals, 
10424-428 

Air Force Human Resources Laboratory, 
technical reports, 10421-423 

Air jets, normal impingement loads due to 
small air jets issuing from base plate and 
reflecting off platform for various jet 
mach numbers, separation distances, and 
ambient pressures, 11301 

Air piracy, governments and world organiza- 
tions must accept responsibility and plan 
its end (remarks), 10648 

Air pollution : 
Clean air act, implementation of act as 

amended, hearings, 10924 
implementation of clean air act amend- 
ments of 1970, pt. 2 (title) 1, hearings. 


10924 
optical properties and visual effects of 
smoke-stack plumes, 10431 
— Office, publications, AP series, 
Air ——. flight calibration of compensated 
and uncompensated pilot-static airspeed 
probes and application of probes to super- 
sonic cruise vehicles, 11302 
Air traffic: 
contractions used by FAA, etc., handbook, 
change, 10433 
control, aircraft collision avoidance sys- 
tems, report, 10732 
military air traffic forecast, 11029 
new radar device for automatic control of 
air traffic called Utes, eyes of the air- 
port, USSR study, 11205 
training handbook, change, 10432 
Air traffic controllers, career development 
training program, report, 10859 
Air transportation, see Air carriers. 
Aircraft : 
acceptability of VTOL aircraft noise deter- 
mined by absolute subjective testing, 
11268 
advanced technology V/STOL propeller 
retention system investigation, 10436 
analytical and experimental investigation 
of aircraft metal structures reinforced 
with filamentary composites, 11266 
C-5A aircraft program during period 
ended Mar. 31, 1972, audit of payments 
from spevial fund to Lockheed Aircraft 
Corporntion, GAO report, 11109 
effects of aircraft noises on sleep of 
women, 11267 
environmental aspects of the supersonic 
transport, 10666 
flight calibration of compensated and un- 
compensated pilot-statie airspeed probes 
and application of probes to supersonic 
cruise vehicles, 113 
measured noise of model fan-under-wing 
and fan-on-flap jet flap configurations, 
11296 
military air traffic forecast, 11029 
noise produced by small-scale, externally 
blown flap, 11285 
regenerative engine powered aircraft de- 
sign study, 10438 
resonance-inert stabilization for space sta- 
tions, 11290 
static performance of 13.97—-CM (5.5-inch) 
diameter model VTOL lift fan, 11270 
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Aircraft—Continued 
see also Mngines (aircraft )—Helicopters— 
also names a4 aircraft parts, e.g. Seats. 
Aircraft accident 
aircraft aio avoidance systems, 
port, 10732 
design, fabrication, and testing of inte- 
grally armored crashworthy crews seat, 


1043 
reports, 11366—368 
Aircraft collision avoidance Systems, 10th 
report by Se Committee on Government opera- 
tions, 1 
Airfields, see Reediiitts 
Airmen: 
airmen other than flight crewmembers, 
certification, Federal aviation regula- 
tions, 11028 
attrition from active airman status dur- 
ing 1970, 10454 
enlisted personnel, 
manual, Air Force manual, 


re- 


airman classification 
change, 


104 
see also Flight crews. 

Airports, eyes of an airport, Utes, new radar 
device for automatic control of air traf- 
fic, USSR study, 11205 

Aitken, Alfred H., perturbative treatment of 
thermal blooming in pulsed laser beams, 
11378 

Akima, Hiroshi, necessary bandwidths for 
frequency modulated microwave radio re- 
lay systems, 10672 

Alabama : 
county business patterns, 10600 
forest statistics for— 

north Alabama counties, 11103 
southwest Alabama counties, 11102 
a for rent supplement housing, 


Alaska : 
county business patterns, 10601 
fire season climatic zones of mainland 
Alaska, 11088 
nee ee for rent supplement housing, 
111 


partial cutting of western hemlock and 
Sitka spruce in southeast Alaska, 11086 

taiga-tundra research, 11105 

terrain and coastal conditions on Arctic 
Alaskan coastal plain, 10998 

Albany, N.Y.: 
area wage survey, 11220 
census of housing, 1970, metropolitan 

housing characteristics, 10477 
eensus of population and housing, 1970, 
census tracts, 10569 

Alcohol, effects of alcohol on pilot perform- 
ance during instrument flight, 10453 

Alegria district, Brazil, geology and ore de- 
posits of Alegria district, Minas Gerais, 
Brazil, 11126 

Alfalfa, 11th technical alfafa conference 
proceedings, 10393 

Algorithms. see Mathematics. 

Allen, Arthur C., interpretive prospectus, 
Theodore Roosevelt National Historic 
Site, New York, 11360 

Allentown, Pa. : 
aircraft accident report, 11366 
census of housing, metropolitan housing 

characteristics, 10478 
census of population and housing 1970, 
census tracts, 10570 

Allotments of salary to savings accounts and 
disposition of net pay checks, HUD hand- 
book, 11146 

Allowances, see Pay, allowances, etc. 

Alloys, austenitic boride steels and alloys for 

welded structures, USSR study, 11202 
see also names of metals, etc. 

Alphabetical index of mineral products, 1972 
census of mineral industries, 10456 
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Altoona, Pa., census of housing, 1970, metro- 
politan housing characteristics, 10479 
Aluminum : 
standard reference materials preparation 
and calibration of standards of spectral 
specular reflectance, 11323 
tensile creep of boron/epory and boron/ 
epoxy-reinforced 76 aluminum 
alloy, 11328 
AM series, 1045 
AMC, see Acreage marketing guides—Army 
Material Command. 
Amend, Donald F., efficacy, toxicity, and resi- 
dues of nifurpirino! in salmonids, 11421 
Amending Revised organic act of Virgin 
Islands to provide that Legislature of Vir- 
gin Islands shall prescribe minimum age 
for membership in Legislature, 10853 
Amending title 10 to permit appointment of 
certain additional persons to service 
academies, 10777 
Amending Water resources planning act to 
authorize increased appropriations, 10774 
Amending Youth Conservation Corps act of 
1970, 10867 
American Airlines, incident report, of near 
mid-air collision, 11368 
American Battle Monuments Commission : 
appropriations, 19 
hearings, 10877 
report, 1 1 
American Maoists, 10778 
American productivity, key to economic 
strength and national survival, 10683 
American Samoa, county business patterns, 


10626 

American een Commission : 
aupropsiations, 197 

earings, 1 
report, 10761 

American woods, 11066 

Amistad National Recreation Area, establish, 
hearing, 10008 

Anadyr, Gulf of, oceanographic survey of 
Gulf of Anadyr, 10663 

Analog computers, see Electronic computers. 

Analysis, see names of substances analyzed 

Analysis of flow in 1—MJ electric-are shock 
tunnel, 7 

Analysis of major cationic constitutents of 
1964-69 snow accumulations at Dye sites 
2 and 3, Greenland, 11003 

Analytical and experimental investigation of 
aircraft metal structures reinforced with 
filamentary composites, 11266 

Anatomy, evaluating experimental audio- 
visual module programmed to teach basic 
anatomical and physiological system, 
10423 

Anders, John B., fluid flow analysis of hot- 
core hydersoni-wind-tunnel nozzle con- 
cept, 11293 

Anderson, L. O., construction guides for ex- 
posed wood decks, 11067 

Anderson, T. W., electrical-analog analysis 
of hydrologic system, Tucson Basin, south- 
eastern Arizona, 11137 

Anderson, Walter C., investor’s guide to con- 
verting southern oak-pine types, 11096. 

Anderson, Ind., census of housing, 1970, 
metropolitan housing characteristics, 
10480 

Anemia, Cooley’s anemia screening and coun- 
seling program, 10814 

Angle of attack, calculation of laminar heat 
transfer to windward surfaces of straight 
wing shuttle vehicles at high angle of 
attack and with yaw, 11284 

Animal and Plant Health Service, appro- 
priations, 1973, hearings, 10784 

Animals, animal orientation and naviga- 
tion, symposium, 11274 
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Anisotropy : 
shock waves in anisotropic plasma, 11312 
solar-diurnal variations of cosmic rays 
from maximum to minimum of solar 
activity, 11310 
Annual report of Defense Supply Agency, 
fiscal year 1971, 10940 
Annuities, see Civil service pensions. 
Anomalies, o ized solution of Kepler’s 
equations, 1288 
Anomaly, see Anomalies. 
Antarctic ons : 
——.. to geology of Antarctica 
(series), 11128 
early and middie Cambrian trilobites from 
Antarctica, 11128 
Antarctica, see Antarctic regions. 
Antipoverty program, see Poverty. 
Apache Indians, Jicarilla Apache Tribe 
judgment funds, disposition, report, 10854 
Apollo, experience report, abort planning, 


—_ experience report, lunar module land- 
ing radar and rendezvous radar, 11304 
Apollo experience report, very high frequency 

ranging system, 11305 
Apollo project, see Project Apollo (man-in- 
— program). 
pollo spacecraft, see Spacecraft. 
Apples ight uality sorting of red delicious apples 
t transmission, 10403 
Apeliestion of model theory to desi 
evaluation of airfield pavement, 11 
Application of multivariable search tech- 
niques to structural optimization, 11265 
Appraisal, see Valuation. 
Apprentices, mechanical trades, examination 
announcement, 10655 
Appropriations, see names of departments, 
etc., for which appropriations are made— 
also subj 
Appropriations. Competes, House: 
hearings, 10784— 
reports, 10761, 10764 
——— Committee, Senate, hearings, 


and 


sae, evaluation of one-dimen- 
nal Blunt body’ sh for radiative trans- 
port in t body shock layers, 11254 
Aptitude tests 
evaluation of feasibility of confidence test- 
4 * a aid in technical train- 


use oto confidence testing in objective tests, 


Aquifers : 
Tea induced mixing in confined aqui- 
11022 


fers 
electric analog studies of flow to wells in 
Punjab Aquifer of West Pakistan, 11136 


Are (electric), see Dlectric arc. 
Architecture : 


architectural and related metal 


fencing, 
Federal item identification 


products, 


kite, change, 1094 
PACAF ' basic biliography, 10429 
urban planning, architectural design, and 
noise in home, public eI on noise 
abatement and control, 1101 
Arctic regions 
eastern Aretic ice, 1972 seasonal outlook, 
11375 


terrain and coastal conditions on Arctic 
Alaskan coastal plain, = 
Area wage survey, see Wage 
Argentina, extradition ee 10839 
Arizona : 
census of housing, 1970, detailed housing 
characteristics, 10468 
county business patterns, 10602 
electrical-analog analysis of hydrologic 
Tucson Basin, southeastern 


ground water pollution in Arizona, Cali- 
fornia, Nevada, and Utah, 11028 
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Arizona—Continued 
—— limits for rent supplement hous- 


11 
seamed characteristics and utilization of 
a woodland tree species in Arizona, 
— income limits for sec. 235-236 
sing, revised pages, 11151 
Arkansas: 

Buffalo National River, establish, 

10680 


census of — te mong 1970, detailed housing 
Pg anna 9 
lar income limits for sec. 235-236 
ousing, revised pages, 11151 
site index table for shortleaf pine in 
Boston Mountains of Arkansas, 11078 
Arkansas Post National Memorial, 
Montgomery’s tavern and Johnston and 
Armstrong’s store, mCi structure re- 
port, historical data, 11361 
Arkansas River and Valley, resistivity sec- 
bey upper Arkansas River basin, Colo., 


law, 


Armed Forces : 

deployment in Bahrain of United States 
Middle East force, agreement with 
Bahrain, 11442 

drug abuse in military, authorize treat- 
ment, rehabilitation and ‘ST for 
physical disability, poe 

income tax exclusion for military person- 
nel and civilian prisoners of war, report, 


10722 
recruiting and retention of military per- 
sonnel, subcommittee report, 10793 

Armed Services Committee, House: 
hearings, 10792, 10794—796 
investigations and studies expenses, 

port, 10742 
reports, 10742, 10775, 10777, 10783 
| oe Committee, Senate, hearing, 


Armed services papers, 10792—795 
Armor, design, fa rication, and testing of 
integrally armored crashworthy crew seat, 


Tre- 


Arms control, see Disarmament. 
Arms Control and Disarmament Agency : 
appropriations, 1973— 
hearings, 10877 
reports, 10747, 10761 
Army, clinical clerkship program, medicine- 
surgery, etc., 10448 
Army Air Mobility Research and Develop- 
ment Laboratory, technical reports, 10435— 


Fort Holabird, 
Fort Huachuca, hearing, 


445 
Army Intelligence School, 


relocation to 
10796 

Army Intelligence School, Fort Huachuca, 
relocation from Fort Holabird, hearing, 
10796 


Army Material Command, AMC pamphlets, 
10434 


Arnett, R. W., computer program for calcu- 
lation of thermal stratification and self- 
pressurization in liquid hydrogen tank, 
11261 


Aronson, R. B., helicopter development relia- 
bility test requirements, study parameters 
interrelationship, 10435 

ARS, see Agricultural Research Service. 

Arts and crafts, encouraging American 
craftsmen, report, 11342 

ASCS, see Agricultural Stabilization and 
Conservation Service. 

Ashby, Charlotte, marine science newsletters, 
annotated bibliography, 11354 

Ashlond, Ky., census of housing, 1970, 
metropolitan housing characteristics, 
10505 
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Asta : 
Asian studies in American secondary 
education, errata, 10974 
contributions to hy drology of Asia and 
Oceania (series 11136 
Asian Development ; 
act, amend, law, 10682 
special funds, United States contribu- 
tions, increased, law, 10682 
Asian studies in American secondary educa- 
tion, errata, 1097 
halt, | halt- a rocks cf United 
tates Pm Canada, to 1970, selected an- 
notated bibliography, 11122 
Assessment/placement profile (APP) system, 
HUD handbook, 11144 
Assistance, see Public welfare. 
Associations, see subject with which associa- 
tions has to do. 
Astronauts, university role in astronaut life 
oupere systems, space supply systems, 


Atlantic or. N.J. 
—o itan ‘housing 


048 
Atlantic coast, Atlantic Continental Shelf 
and slope of United States petrol of 
sand fraction of sediments, northern New 
Jersey to southern Florida, 11129 
Atmosphere : 
additional research on instabilities in 
atmospheric flow systems associated 
with clear air turbulence, 11253 
Apollo experience report, processing of 
lunar samples in sterile nitrogen atmos- 
alu 11306 
heric water resources program 
a ect Skywater, annual report, 1394 
developing techniques for automated fore- 
easting of clear air turbulence, 11465 
on shape of bodies being destroyed by in- 
tensive heating during motion in atmos- 
phere, USSR study, 11203 
Atmospheric reentry, laminar multicompo- 
nent boundary layer with high rates of 
‘injection, USRR study, 11204 
Atmospheric turbulence, see Turbulence. 
Atomic energy : 
bibliography on atomic energy levels and 
spectra, 11326 
a for civil 


Sweden, ee of safeguards by 


census of housing, 1970, 
characteristics, 


uses, agreement 


11452 

Switzerland, epentiees of safeguards 
by IADA 451 

g and’ operation of atomic electric 

power stations, USSR ~— y, 11190 

programs, major ‘activities, 51 


plann 


Atomic Energy Commission : 
AEC research and development reports, 
10449 
annual report 
departmetal | edition, 10450 
document edition, 108380 
“Phearings, 10780 1973— 


report, 10868 
programs, major activities, ANC annual 


report, 10451 
Atomic Energy Joint Commitee, report, 
10868 
Atomic power, see Atomic energy. 
Atomic power plants, see Nuclear reactor 
power plants. 
Attempted Communist subversion of Africa 

through Nkrumah’s Ghana, 10912 

Attitude control, see Space stations. 
Attitudes (psychology) : 

Census Bureau interviewer, characteris- 
tics, performance, and attitudes, inves- 
tigation, summary, 10645 

Attorney General, see Justic Department. 
Attrition from active airman status during 
1970, 10454 
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Audio-visual equipment : 
evaluating experimental audio-visual 
module programmed to teach basic ana- 
tomical and physiological system, 10423 
instructional television facilities, guide for 
school administrators and board mem- 
bers, 10984 
Audit of Overseas Private Investment Cor- 
poration, fiscal year 1971, 10695 
Audit of payments from special bank ac- 
count to Lockheed Aircraft Corporation 
for C-—5A aircraft program during quar- 
ter ended Mar. 31, 1972, GAO report, 11109 
Auditing, see for audit reports, names of cor- 
pora ons, etc. 

Augusta, Ga., census of housing, 1970, metro- 
politan housing characteristics, 16482 
Auld, William D., conveyance of land, 10711 
Aulenbach, Barbara a. quality sorting of 
Red Delicious apples by light transmission, 


10403 
Austenitic-boride steels and alloys for 
welded structures, USSR study, 11202 
Austenitic steels, austenitic-boride steels and 
ners for welded structures, USSR study, 


Authorize appropriations for additional costs 
of land acquisition for National park sys- 
tem, 10909 

Authorizing 

Energy Co 


appropriations for Atomic 
mmission for fiscal year 1973, 


10868 
scien appropriations for fiscal year 
1973 for Department of State and United 
States Information Agency, 10759 
Authorizing appropriations for saline water 
conversion program for fiscal year 1973, 


10728 

Authorizing Committee on House Admin- 
istration to incur “a in making cer- 
tain improvements House restaurant, 


10736 
Authorizing sale of certain lands of Southern 
Ute Indian Tribe, 10763, 10855 


Automation : 
definition of terms for automatic elec- 
tronic pant and checkout, military 
standard, 56 
oe a +... for automated fore- 
of clear air turbulence, 11465 
principles of active rator and func- 
tional distribution tween man and 
—" in automation, USSR study, 
Automobile cycle, environmental and 
source reclamation problem, 11016 
Automobile insurance, National no-fault 
motor vehicle insurance act, report, 10873 
Automobiles : 
automobile cycle, environmental and re- 
source reclamation _—-. 11016 
me car supply and car rental policies, 


household ownership and availability of 
cars, homes, and selected household 
durables and annual expenditures on 
— and other durables, 10638 
—— urchases of cars, houses, and other 
es and expectations to buy dur- 
ae months ahead, survey data, 10639 
Aviation, see Aeronautics, 
Aviation Advisory Commission, appropria- 
tions, 1973 reports, 10764—765 
Aviation engineering, see Aeronautical engi- 


g. 

Aviation medicine, see Medicine. 

Aviation Medicine Office, index to FAA Office 
oe a Medicine reports, 1961-71, 
1 

Aviators, effects of alcohol on pilot = 

ance during instrument flight, 10453 

see also Airmen. 

Awards (incentive), see Rewards (prizes, 


etc.). 
Axial-load fatigue, see Strains and stresses. 
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Axisymmetry, experimemtal investigation of 
axisymmetric free jet with initially uni- 
form velocity profile, 11298 

B 

Badgley, Robert H., investigation of gearbox 
design modifications for reducing heli- 
copter gearbox noise, 10444 
ahamas, Bahamas Long Range Proving 
Ground, transfer of certain areas to U.S. 
Navy, agreement with United Kingdom 


of Great Britain and Northern Ireland, 
11449 


Bahrain : 
background notes, 11432 
— in Bahrain of United States 
iddle Bast force, agreement, 11442 
economy, basic data, 10068 
Bakersfield, Calif. : 
census of housing, 1970, metropolitan 
housing characteristics, 10483 
census population and housing, 1970, 
census tracts, 10571 
Balance of payments, commercial bank lend- 
ing abroad and U.S. balance of payments 
(remarks), 11054 
Balance of power, international negotiation, 
changing power balance select 
comment, 10907 
Ball bearings, see Bearings (machinery). 
Balsillie, James H., groins, annotated bibli- 
ography, 10997 
Baltimore, Md., employment security oper- 
ations, impact of computerized job bank, 
— Md., Labor Dept., GAO report, 


Bandwidth, necessary bandwidths for fre- 
quency modulated microwave radio relay 
systems, 10672 
Banking, see Banks and banking. 
Banking and Currency Committee, House: 
committee print, 10798 
hearing, 10799 
——— 10731, 10768 
subcommittee print, 10797 
Banking, Housing, and Urban Affairs Com- 
mittee, Senate hearings, 10879—-882 
Banks and banking: 
allotments of salary to savings accounts 
and disposition of net pay checks, 11146 

bank lending practices, 1971, survey of 
changes, 11052 

banking and ee mechanism (re- 
ad 11051 

commercial bank lending abroad and U.S. 
balance of payments (remarks), 11054 

commercial banks holding Treasury tax 
and loan account balances, 10797 

Federal Financing Bank, establish hear- 
ings, 10881 

operating banks and branches, 1971, 
changes, 11033 

time and savings deposits, changes, 11053 

see also Federal reserve member banks. 

Banta, Trudy W., seminar on preparing dis- 
"aa for jobs planning han k, 

7 

Barela, D. A., supercritical flow in curved 
channels, hydraulic model investigation, 
11007 


Barger, Roland L., physical characteristics 
and utilization of major woodland tree 
species in Arizona, 11090 

Bark. salty bark as soil amendment, 11089 

Barometers, Great Lakes elevation correc- 
tions to ship’s barometer readings to obtain 
sea level pressures, 11372 

Barrow, Alaska, fog drop measurements at 
Barrow, Alaska, 10999 

Bars (metal, etc.) : 
investigation of techniques for butt splic- 

ing rebars, 11003 

Bass, Rosalyn D., accessibility of community 
mental health centers, 11350 

Battles, see Brices Cross Roads National 
Battlefield Site, Miss. 


Page 76 





Bearss, Edwin C.: 
Montgomery’s Tavern and Johnston and 
Armstrong’s store, 11361 
protecting Sherman’s lifeline, battles of 
pet -4 Cross Roads and Tupelo, 1864, 


Beas, Robert J., relief, 10850 
Bedding, sewer bedding and infiltration, Gulf 
- Coast area, 11017 


eef : 

beef prices, 10783 

imports must sup 
effort (esdrens}, 

livestock, the world and the future (re- 
marks), 10417 

Beef cattle, see Cattle. 

Bees, protecting honey bees from pesticides, 


lement cattlemen’s great 
103) 


Beltz, Roy C., timber resource statistics for 
midsouth counties, 1971, 11100 
ae Helen D., remarks, Apr. 12, 1972, 


Berin, 
of Anadyr, 
Beshar, Robert, address, May 25, 1972, 11164 
Bethlehem, Pa. : 
census of housing, metropolitan housing 
characteristics, 10478 
census of population and housing, 1970, 
census tracts, 1057 
., treaties and other inter- 
United States, 
Iraq-Muscat, 


Sea, +" - eae survey of Gulf 


Bevans, Charles 
national agreements of 
1776-1949, compilation, 
11460 


BI series, 10396—397 
Biblio-profile on human communication and 
its disorders, capsule state-of-the-art re- 
ort with bibliography, 11351 
Bibliography : 
aeronautical engineering, 11280 
asphalt-bearing rocks of United States and 
Canada, to 1970, selected annotated 
bibliography, 11122 
atomic energy levels and spectra, 11326 
groins, 10997 
PACAF basic bibliographies, 10429-430 
regional medical programs, 113 
surgical treatment of deafness, biblio- 
profile, 11351 
see also names of departments, etc., issu- 
ing lists of publications. 
Bilby event, see Nuclear explosions. 
Billings, Charles B., effects of alcohol on 
— erformance during instrument flight, 


Bills (congressional) : 
armed services, hearings on miscellaneous 
bills, 10794 
Binghamton, N.Y. : 
census of housing, 1970, metropolitan hous- 
ing characteristics, 10484 
census of population and housing, 1970, 
census tracts, 10572 
Binsley, R. L., space shuttle auxiliary power 
unit study, 11257 
Biographies, contemporary Moggeettes from 
a Soviet Encyclopedia Yearbook for 
1971, 11198 
Biological sciences, see Biology. 
Biology : 
flora morphology and systematics of La- 
mourouxia (Scrophulariaceae: Rhinan- 
thoideae), 11404 
professional careers in biological and i- 
cultural sciences, amendment, 1065. 
technical assistant, examination announce- 
ment, amendment, 10654 
Biomass estimates of black oak tree com- 
ponents, 11471 
Biomedicine, National Institutes of Health 
international awards for biomedical re- 
search and research training, 1971 fiscal 
year, 11183 
Birmingham, Ala., area wage survey, 11222 
Black Americans, decade of occupational 
change, charts, errata, 11224 
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Black lung benefits act of 1972, report, 10863 
Black lung disease, see Pneumoconiosis. 
Black oak, see Oak. 
Black people (U.8.), see Negroes. 
Blades : 
advanced technology V/STOL propeller re- 
tention system investigation, 10436 
method for analyzing dynamic stall of heli- 
copter rotor blades, 11258 
Blair, B. E., frequency and time, precision 
measurement and calibration, papers, 
11325 


Blichfeldt, B., analytical and experimental 


investigation of aircraft mental structures 
reinforced with filamentary composites, 
11266 


Blind, social security amendments of 1971 
concerning provisions assisting with in- 
come, ete., 10822 

Blood, see Blood vessels. 

Blood proteins, genic polymorphism of blood 
proteins from white marlin, 11418 

Blood vessels, National heart, blood vessel, 
lung and blood act of 1972, hearings, 
10919 

Blue collar workers, retroactive wage board 
pay, authorize, report, 10856 

Blum, Robert M., United States and Vietnam, 
1944-47, 10905 

Blunt bodies, evaluation of one-dimensional 
approximations for radiative transport in 
blunt body shock layers, 11254 

Boards (organizations), see subjects with 
which boards have to do, e.g. Industrial 
relations. 

Boats, skipper’s course, 10664 
odies (aerodynamics), see Aerodynamics. 

Bodies of revolution, boundary layer sta- 
bility on yawed spinning body of revolu- 
tion and its effect on magnus force and 
moment, 11271 

Boen, Doyle F., reutilization of wastewater 
—— through groundwater, study, 

1 


Boilers, steel power boilers, current indus- 
trial reports, 10635 

Boles, Patrick P., freight car supply and 
ear rental policies, 10404 

Bolivia, agricultural commodities, agreement, 


— W. B., salty bark as soil amendment, 


9 
Bonds, see Municipal bonds. 
Bonds of officers, etc., elimination of surety 
bonds for Federal personnel, report, 10865 
Bonds of United States, 6% percent Treas- 
ury bonds of 1982, 11473 
Bonner, F. T., chemical <r of southern 
hardwood fruits and seeds, 11077 
Books, catalog of ¢c opytignt entries, 10932 
Books and pamphle including serials and 
contributions to periodicals, 0932 
Boots and shoes: 
productivity issues in domestic shoe in- 
dustry, 11391 
women’s dress and casual shoes, Duchess 
Footwear Corp., Salem, Mass., Tariff 
Commission report, 11468 
Booze, Charles F., jr., attrition from active 
airman status during 1970, 10454 
Boring machinery, see Drills (tools). 
Boron: 
austenitic-boride steels and alloys for 
welded structures, USSR study, 11202 
tensile creep of boron/epoxy and boron/ 
epoxy-reinforced 7075-T6 aluminum 
alloy, 11328 
Boston, Mass., census of lyr and 
housing, 1970, census tracts, 1057 
Boston Mountains, Ark., site index table for 
shortleaf pine in Boston Mountains of 
Arkansas, 11078 
Botany, Smithsonian contributions to bot- 
any, 11404 
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Boundaries (physics) : 
application of multivariable search tech- 
niques to structural design optimiza- 
tion, 11265 
Boundary layer: 
boundary layer stability on yawed spin- 
ning b of revolution and its effect on 
magnus force and movement, 11271 
direct numerical method for predictin 
concentration profiles in  turbulen 
boundary layer over flat plate, 11269 
effect of casing boundary-layer removal on 
noise of turbofan rotor, 11291 
laminar multicomponent boundary layer 
with high rates of injection, USSR 
study, 11204 
Boundary layer stability on yawed spinning 
body of revolution and its effect on magnus 
force and moment, 
Bouwer, Herman, renovatin 
age by und water rec 
tration asins, 11021 
Bowers, William B., Canaan Peak, Pine Hol- 
low, and Wasatch Formation in Table 
Cliff region, Garfield County, Utah, 11120 
Boy Scouts of America, law enforcement as- 
sistance award for Explorers, 11401 
Bozzelli, Michele, copper industry report, 


10962 
Brass wind instruments, see Wind instru- 
ments. 
Brass wind musical instruments, production 
ona maintenance workers of C. G. Conn, 
td., 1 
Breakfast, school breakfast program survey, 
nutrition and human needs, hearings, 
10921 
Breckner, Norman V., Navy & the common 


sea, 

Breeding chute for beef cattle, 10411 

Brices Cross Roads National Battlefield Site, 
Miss., 4g oy emg lifeline, bat~ 
tles of oss Roads and Tupelo, 
1864, 11362 

Bridgeton, N.J., census of housing, 1970, 
metropolitan housing cha: eristics, 


Brimmer, Andrew F., address, May 16, 1972, 
11054 


secondary sew- 
arge with infil- 


British Commonwealth, see Great Britain. 

Broaching, machines industrial plant equip- 
ment handbook, 1694 

Boilers, see Chickens. 

Brookhouser, Patrick B., surgical treatment 
of deafness, 11351 

Brown, J. James, unemployment rates and 
employment character stics for scientists 
and engineers, 

Browne, Secor D., June 9, 1972, 
10648 

Browse, see Forage 

Browse resources 0 
est in Arkansas, 1 

Brunei, accessions list, Library of Congress, 
Djakarta, 11234 

Bucher, Jeffrey M., 
10882 


Buckling, see Strains and stresses. 
a John L., address, Jan. 31, 1972, 


1101 

Budget of United States, 1973, status, score- 
keeping report, 10828 

Budgets, see subjects. 

Buffalo, census of housing, 1970, metro- 
politan housin characteristics, 16485 
Buffalo National River, establish, law, 10680 
Building, PACAF basic bibliography, 10429 

Building science series, 1131 

Bulletins, see subjects. 

Burley tobacco, see Tobacco. 

Burns, Arthur F., remarks, May 12, 1972, 
11059 

Darroages, L. R., helicopter development re- 
liability test requirements, 1044 

ppuees, see Motorbuses. 


census, 1967 special reports, 10467 


lants. 
Ouachita National For- 
081 


nomination, hearing, 
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county business patterns, 
10600-626 

disaster plans, too little? too late? correct 
this by attending industry/business 
emergency planning, 10934 

EDA business development loans, who can 
borrow, how to apply, 10965 

establishing in Hong Kong, 10669 

overseas business reports, 10667—669 

SBA economic review, 11403 

small business— 
act, amend, report, 10768 
impact of crime, trucking industry re- 


port, 10872 
state of nation’s economy (remarks), 
10671 


trade missions, handbook for trade mis- 
sion members, 11179 
U.S. direct investments abroad, 1966, in- 
vestment position, financial and operat- 
ing data preliminary report on foreign 
liates other than manufacturing and 
=, and all industries summary, 
1 


CBP series, 


see also Service establishments. 
Business men, special postal services for 
businessman, 11475 
Butz, Earl: 
addresses, etc.— 
. 6, 1971, 10416 
Mar. 5, 1972, 10400 
Mar. 14, 1972, 10399 
Mar. 31, 1972, 10398 
Buying, see Purchasing. 


c 


C.C.C., see Commodity Credit Corporation. 

C.F.S. series 11352 

C.G. Comm, Ltd., brass wind musical instru- 
ments, production and maintenance work- 
ers, Tariff Commission report, 11466 

CAB, see Civil Aeronautics ; 

Cabral, Jesus Manuel, relief, 10841A 
oe tote eople, appropriations, 
(11973, hearings 10786 

Cabral, Jesus nuel, relief, 10841A 

Cagle, Caroline H., changes in time and sav- 
ings deposits, 11053. 

Calcium, referee method for determination 
of calcium in serum, 11322 

Calculation of laminar heat transfer to wind- 
ward surfaces of — wing shuttle 
vehicles at high angle of attack and with 
aw, 11284 

Calculations, see Numerical calculations. 

Calf and kip upper leathers, former workers 
of Ohio ather Company, Girard, Ohio, 


11467 
Cali, J. Paul, referee method for determi- 
nation of calcium in serum, 11322 
Calibration : 
flight calibration of compensated and un- 
compensated pilot-static airspeed probes 
and application of probes to supersonic 
cruise vehicles, 11302 
precision measurement and calibration 
frequency and time, papers, 11325 
California : 
food habits of striped marlin and sailfish 
Mexico and Southern California, 


11418 
ground water pollution in Arizono, Cali- 
fornia, Nevada, and Utah, 11023 
regular income limits for sec. 235-236 
ousing, revised pages. 11151 
roll of ifornia Indians for disbursing 
judgment fund, increase money for 
compiling report, 10750 
rural counties, employment 
lected low-income areas, 
os organization of multi-crate system, 


Cambrian period, early and middle Cambrian 
trilobites from Antarctica, 11128 


poetics of se- 
0598 


Page 78 





Campaign Expenditures, Special Committee 
to Investsigate, House, investigations and 
studies, expenses, report, 10737 

Campaigns (political), see Elections. 

Camp. M. E., solid lubricants, survey, 

Campbell, Robert W., tree condition and mor- 
7 A following defoliation by gypsy moth, 


Canaan Peak Formation, Table Cliff region, 
ort a County, Utah, description, etc., 


Canaan Peak, Pine Hollow, and Wasatch 
Formation in Table Cliff region, Garfield 
County, Utah, 11120 

Canada, Great Lakes water quality, agree- 
ment with annexes and texts of reference, 
between United States and Canada, 11459 

Candy, see Confectionery. 

Canopies, CANOPY computer program for 
structural analysis of space frame pro- 
tective canopies, 11247 

aaa ha see Computer programs/program- 
ming. 

Canyon Ferry project, electrical equipment 
— and operation, field review, 


Capacity of refrigerated storage warehouses 
n U.S., 11461 

Cape Canaveral, restore name of, hearing, 
10911 


Cape je gg redesignate Cape Canaveral, 
ne 10911 
eef National Park, general infor- 
mation, 11357 
Carbon dioxide, development of solid elec- 
trolyte carbon dioxide and water reduc- 
tion system for oxygen recovery, 11259 
Cardiac surgery, see Surgery. 
Careers, see Occupations—types of careers. 
Careers for dental auxiliaries, dental hygien- 
ist, dental technician, for work in Wash- 
ington, D.C. area, 10656. 
Cargo, see Shipments—Shipping. 
Cargo — hearings, 1081 
Carroll, Roy B., relief, 10849 
Cars, see Automobiles—Freight cars. 
Casings, effect of casing boundary-layer re- 
moval on noise of turbofan rotor, 11291 
One ; 
cata being manual M (series), 10941 
supply cataloging, Federal manual for- 
mat, content, and preparation of Fed- 
— wer catalog publications, change, 


ay > 

Air Force Academy, Colo., 10420 

copyright entries, 10932 

se domstic assistance, 1972 catalog, 

{ 

Federal supply inn, consolidated mas- 
ter cross reference list, 10950 

medical and veterinary zooiogy, 10394 

publications catalog, 1 9 

Cations, see Ions. 

Cats, status report on cats (Felidae) of 
world, 11420 


Cattle : 
breeding chute for beef cattle, 10411 
effect of cattle and big game grazing on 
ponderosa pine plantation, 11076 
Cavities, movement of rigid body with cavi- 
ties containing viscous fluid, 113 
CCC, see Commodity Credit Corporation. 
Census: 
agriculture, 1969, area reports, 10457-— 


466 
business, 1967, special reports, 10467 
employment profiles of selected low-income 


areas, 10597—598 


housing, 1970— 
detailed housing characteristics, 10468— 
6 


47 
metropolitan housing, 10477-560 
supplementary reports, 10561-562 
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Census—Continued 
mineral industries, 1972, alphabetical in- 
dex of mineral products, 10456 
population, 1970— 
general social and economic character- 
istics, 10563—-566 
supplementary reports, 10567—568 
population and housing, 1070, census 
tracts, 10569-596 
sampling applications of 1970 census pub- 
lications, ee, and public use summary 
files, 10641 
tract papers GE-40 (series), 10599 
Census Bureau: 
investigation of interviewer, characteris- 
tics, performance, and attitudes, sum- 
mary, 10645 
technical paper, see} 
working papers, 10645 
Census tracts, 10572, 10581, 10584, 10586, 
10591-592, 10596 
Centrifugal separators, see Separators. 
CERL, see Construction Engineering Re- 
search Laboratory, Champaign, IIl. 
Certificates, see types of certificates, or sub- 
jects involved. 
Chaber, Mrs. Hind N., 
0845 


Chancellor, Jerry L., relief, 10705 

Changes in workmen’s compensation in 1971, 
11228 

Channels, supercritical flow in curved chan- 
—_, hydraulic model investigations, 


Chaplains, Chaplain Corps, U.S. Navy, ap- 
plication procedures, information hand- 
book, 11376 

Character, Census Bureau interviewer, char- 
acteristics, performance, and attitudes, 
investigation, summary, 10645 

Characteristics of occupied housing units 
by rooms and tenure, for United States, 
su plementary report, 10562 


Charlotte, N.C.: 
1970, metropolitan 
10486 


and children, relief, 


census of housing, 
housing characteristics, 
census of population and housing, 1970, 
census tracts, 10574 
Charts, see subjects. 
Chattanooga, Tenn., census of housing, 
1 metropolitan housing characteris- 
tics, 10487 
hecks : 
allotments of salary to savings accounts 
and disposition of net pay checks, 11146 
banking and payments mechanism (re- 
marks), 11051 
Chemical analysis, hydraulic testing in and 
chemical analyses of water samples from 
deep exploratory holes in Little Fish Lake, 
Monitor, Hot Creek, and Little Smoky 
Valleys, Nevada, summary, 11133 
Chemical’ contents of southern hardwood 
fruits and seeds, 11077 
Chemicals, inorganic, eurrent industrial re- 
ports, 1063 
see also Organic compounds. 
Chemotherapy, chemotherapy of protozoan 
diseases, 10446-447 
Chicago, Ill. : 
census of housing, 1970, metropolitan 
housing characteristics, 10488 
fresh fruit and vegetable prices, 10418 
Chicken, broiler marketing guide, 10389 
Child care, see Children—Day care of 
children. 
Child development, see Children. 
Child labor, prohibited under age of 14 in 
cultivation, etc. of sugar hearings, 10803 
Children : 
child feeding and nutrition education pro- 
grams, hearing, 10802 
child support and paternity determination, 
welfare reform, explanation of Finance 
Committee decisions, 10900 


Do not order from index; see indicated entry 





Children—Continued 
Comprehensive Headstart child develop- 
oe and family services act report, 


findings in National assessment science 
survey, 10977 
mother-child home 
‘ model programs, 
education, 10979. 
out of ashes of tragic fire, new children’s 
forest is born, 10414 
preprimary enrollment, 10989 
Chile, housing and urbanism in Marxist 
Chile, portent and prognosis, 11155 
Chin, Lang Y., university role in astronaut 
life support systems, space power supply 
systems, 11272 
China : 
China and United States, today and yes- 
terday, hearings, 10903 
People’s Republic, medicine and public 
health, 11182 
Republic, agricultural commodities, agree- 
ment, 11458 
China and United States, today and yester- 
day, 10903 
Chlorination, 


program, Freeport, 
compensatory 


effect on selected organic 


chemicals, 11018 
Chocolate, see Confectionery. 
Chou, Yu T., application of model theory to 
design and evaluation of airfield pavement, 
9 


Chutes, breeding chute for beef cattle, 10411 
Chwirut, Daniel J., tensile creep of boron/ 
epoxy and boron/epoxy-reinforced 7075— 
76 aluminum alloy, 11328 
Cincinnati, Ohio : 
area wage survey, 11221 
census of housing, 1970, metropolitan 
housing characteristics, 10489 
Circuits : 
digital circuits for computer applications, 
compilation, 11279 
qualified products lists requirements for 
microcircuits, 11313 
Circulars, see names of departments, etc., 
issuing circulars. 
Cities and towns: 
city model, director’s guide, 11320 
EDA, building communities with jobs, 
10964 
City planning, see Housing 
Civil Aeronautics Board : 
appropriations, 1973— 
hearings, 10785 
reports, 10764—765 
member, nomination of Whitney Gilliland, 
hearing, 10884 
U.S. air carriers, list, 10647 
Civil defense, see Civilian defense. 
Civil Defense Office : 
miscellaneous publications MP series, 
10649 
publications catalog, 10649 
Civil procedure, taking of evidence abroad in 
civil or commercial matters, convention, 
10838 
Civil rights, act, amend, report, 10730, 10734 
Civil Rights Commission : 
appropriations, 1973— 
hearings, 10877 
report, 10761 
extend and expand, report, 10734 
Civil service : 
career opportunities— 
dental auxiliaries, 10656 
museum technician, 
amendment, 10652 


announcement, 
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Civil Service—Continued 
examination announcements— 
apprentice, mechanical trades, 10655 
biological and agricultural sciences, pro- 
fessional careers, amendment, 1 1 
dental auxiliaries, 10656 
engineering, physical sciences, and re- 
ated positions, amendment, 10650 
Federal protective officer, GS—4, 10657 
firefighter, 10658 
journeymen in printing crafts, amend- 
ment, 10653 
technical assistant, amendment, 10654 
retirement act. amend, report, 10743 
Civil Service Commission, opportunities for 
improving administration of Government- 
wide Indemnity Benefit Plan of health in- 
surance for Federal employees and an- 
nuitants, GAO report, 11116 
Civil service pensions : 
civil service retirement allowed to certain 
employees during reduction in force op- 
eration, report, 10858 

inspectors in Immigration and Naturaliza- 
tion Service or Customs Bureau, include 
in retirement provision for hazardous 
occupations, report, 10743 

Civil service retirement, 10858 

Civil War, 1861-65: 
protecting Sherman’s lifeline, battles of 

Brices Cross Roads and Tupelo, 1864, 
11362 

Civilian defense : 

disaster plans, too little? too late? correct 
this by attending industry/business 
emergency planning, 10934 

FG series, 10934 

Civilian employees, see Armed Forces. 

Clark, A. F., eddy current decay method for 
resistivity characterization of high purity 
metals, 11324 

Clark, Eldon R., woodcock status report, 
11 


Classification, Air Force, enlisted personnel 
airman, classification manual change, 
10424 
Classified matter, see Confidential material. 
Clay, clay construction products, summar 
for 1971, current industrial reports, 1062 
Clean air act, see Air pollution. 
Clear air turbulence, see Turbulence. 
Clifton, N.J., census of housing, 1970, metro- 
politan housing characteristics, 10531 
Climate, fire season climatic zones of main- 
land Alaska, 11088 
Climatology, see Climate. 
Clinical medicine, see Medicine. 
Coal : 
engineering evaluation and review of con- 
sol synthetic fuel process from high 
sulfur coal, 10661 

fate of trace mercury in combustion of 
coal, 11250 

see also coal dust. 
Coal dust, effect of pulsation pes sy on 
respirable dust collected by coal mine dust 
personal samplers, 11248 
Coal mines and mining: 
effect of pulsation damping on respirable 
dust collected by coal mine dust per- 
sonal samplers, 11248 

Federal coal mine health and safety act, 
amend, report, 10863 

towards improved health and safety for 
America’s coal miners, 1970 annual re- 
port of Secretary of Interior, 11160 

Coal Research Office : 
annual report, 10660 
research and development reports, 10661 

Coast Guard: 
appropriations, 1973, 


port, 10745 
Rear Admirals promotions of Charles J. 
» 10884 


authorization, re- 


Hanks and Ricardo A. Ratti 
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Coast Guard Academy, New London, provide 
additional bids for permanent professors, 


ee 1 
Coastal Engineering Research Center, mis- 
cellaneous paper, 97 
Coastal zone management, 10760 
Coasts: 
National coastal zone management act, 
report, 10760 
terrain and coastal conditions on Arctic 
Alaskan coastal plain, 10998 
Coating materials, ultraviolet radiation ef- 
fects on infrared damage rate of thermal 
control coating, 11287 
Coaxial waveguides, see Waveguides. 
Cochiti Indians, lands held in trust for 
Pueblo of Cochiti, report, 10860 
Code of Federal regulations, 11039—50 
see also for titles, chapters, etc., of the 
Code printed separately, subject in- 
volved. 
Codes: 
neutron eae computer code, moment 


procedure for recording 2 words into a 
ternary coded word, West Germany 
study, 11199 

see also subjects. 

oe, Edwin S8S., remarks, Apr. 29, 1972, 
1474 
Cold Regions Research and Engineering La- 
boratory, special report, 10998-1100 
Colebrooke Schist, southwestern Oregon and 
its relation to tectonic evolution of the 

region, 11121 

Coleman, R. G., Colebrooke Schist of south- 
western Oregon and its relation to tectonic 

evolution of region, 11121 

Collective bargaining, productivity bargain- 
ing, British and merican experience, 


11390 
Colleges and universities : 
first-year, full-time graduate science en- 
rollment continues to decline, 11364 
—— education act, amend, report, 


66 
rint additional copies, report, 10767 
university role in astronaut life support 
vom space power supply systems, 


vocational and technical teachers educa- 
tion, 5th annual National seminar pro- 
ceedings — of graduate pro- 


grams, 1097 
Collisions, see Aircraft accidents. 
Colorado, income limits for rent supplement 


housing, 11153 
Colorado River and Valley, Upper Colorado 
River basin, increase authorization for 


og for continuing work, re- 
rt, 10733 


0 
columbia, Mo., census of housing, 1970, a 


ropolitan housing characteristics, 10. 
Columbia, S.C., census of housing, 1970, 
ee housing characteristics, 


Columbus, Ga., census of housing, 1970, met- 
ropolitan housing characteristics, 10492 
Columbus, Ohio, employment profiles of se- 
lected low-income areas, 16597 
Combustion : 
fate of trace mercury in combustion of 
coal, 11250 
orization proc- 
ec disturbances, 


req y resp of va 
ess to distorted acous 
11300 





Commerce: 

contributions of maritime industry to na- 
tional economy (address), 1 5 

easing of Government control of business 
would increase — and improve 
domestic economy (address), 111 

foreign oceanborne trade of United States, 
containerized cargo on selected trade 
routes, calendar year 1970 report, 11238 

foreign trade, FT reports, 10643-644 
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Commerce—Continued 
International economic policy act, hear- 
ing, 10799 
Japanese- ne 
(remarks), 11416 
Pacific basin in world trade (remarks), 


1415 
role of U.S, in East-West trade, 10894 
taking of evidence abroad in civil or com- 
mercial matters, convention, 10838 
trade missions, handbook for trade mis- 
sion members, 11179 
U.S., trade with major world areas, 10667 
see also Exports—Imports. 
Commerce Committee, Senate : 
committee prints, 10683, 10887 
hearings, 10884, 10886 
reports, 10864, 10873 
Commerce Department: 
appeoesiations, 3 1973— 
earings, 10877 
report, 10761 
Secretary, nomination of Peter G. Peter- 
son, hearing, 1088 
Commercial banks, see Banks and banking. 
Commercial banks holding Treasury tax and 
loan account balances on Feb. i4, 1972, 
staff report, 10797 
Commercial products : 
imports, general— 
schedule A, commodity groupings, by 
world area, annual trade _ report, 
10643 
world area b 
annual trade 
bag al product standard rs (series), 
1133 


1971, 


economic relations 


homme gacy AF, groupings, 


Commercial steel forgin current 

industrial reports, 10628 

Commission on Highway Beautification, ap- 
propriations, 1973, reports, 10764—765 
Commission on Security and Safety of Cargo, 

see Security and Safety of Cargo Com- 
mission. 
Commodities, see Agricultural products— 

Commercial products—Exports. 

Commodity Credit Corporation : 

acquisition and disposal of farm com- 
modities, 10396 

orderly liquidation of stock of agricul- 
tural commodities held by Commodity 
Credit Corporation and expansion of 
markets for surplus agricultural com- 
modities, annual report, 026 

report of president, 10673 

Commodity Exchange Authority, appropria- 
tions, 1973, hearings, 10784 
Communicable disease control programs, 

10773 

Communicable diseases, see Contagion and 
contagious diseases. 
Communication (psychology) : 

biblio-profile on human communication 
and its disorders, capsule state-of-the- 
art report with bibliography, 11351 

Communications, information and _ cyber- 
netics, USSR stud y, 112 

see also ‘Signals—Space communications— 

Telecommunication. 
Communism : 

America’s Maoists, Revolutionary Union, 
Venceremos eee. description, 
ete., report, 

Communist ‘global subversion and Amer- 
ican security, attempted subversion of 
retry through Nkrumahs Ghana, 


Communist countries, role of United States 
in East-West trade, 10894 

Communist global subversion and American 
security, 10912 

Communities, see Cities and towns. 

Community colleges, see Junior colleges, 

Community health, see Health. 

Comparison of original and supplemental 
SR 705, narrow molecular weight dis- 
tribution polystyrene, 11321 
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Compensation, see Pensions. 

Compensation for losses resulting from ban 
on cyclamates, 10762 

Compensatory education, see Education. 

Composite materials, analytical and experi- 
mental investigation of aircraft metal 
structures, reinforced with filamentary 
composites, 11266 

Composites, see Composite materials. 

Compton, Calif., aircraft accident report, 


Comptroller General, 
ing Office. 
Compas programs/programming : 

IPY computer program for struc- 
tural analysis of space frame protec- 
tive canopies, 11247 

computer program for calculation of 
thermal stratification and self-pressur- 
ization in liquid hydrogen tank, 11261 
roved multiple linear regression and 
ata analysis computer program pack- 
age, 11 
neutron moments computer code, moment 


see General Account- 


im 


optimized solution of Kepler’s equation, 


SOLVE, computer program for determin- 
ing maximum value of hardwood saw- 
logs, 11083 

Computer science, city model, 
guide, 11320 
Computers, see Electronic computers. 
Concrete, fiber reinforced concrete, general 
discussion of field problems and appli- 
eations, 11002. 
see also names of manufactured articles. 
Condensation, urification of condensate 
with seperate functioning ion-exchanger 
filters at K-50 atomic electric power 
plant, Ussn study, 111 
Confectionery : 
confectionery, includin 
ucts, current indust 
manufacturers’ sales 
1096 


director’s 


chocolate prod- 
al reports, 10629 
and distribution, 


1 
Confectionery, including chocolate products, 
current industrial reports, 10629 
Conference committee, reports, 10730, 10752, 
10766, 10863, 10870 
Conferences, congresses, etc., seminar on 
preparing disadvantaged for jobs, plan- 
ning handbook, 10987 
see also subject of conference. 
Confidence : 
evaluation of feasibilit 
ing as diagnostic ali 
ing, 104 
use of <a testing in objective tests, 


10421 
Confidential material, safeguardi 
trial security manual, change, 1 
Congress of United States 
code of Federal r lations, 11039 
laws, public, 10679-—682 
voting representation in Congress for 
a of Columbia, provide, report, 


26 
Congress of United States, code of Federal 
regulations, 11039 
Congressional districts, seating of represent- 
ative from 27th congressional district of 
Pennsylvania, hearings, 7 
Congressional serial set, 10675—678 
Connecticut : 
census of housing, 1970, detailed housing 
characteristics, 10470 
—— limits for rent supplement hous- 
ng. 
Conner, 
visual 


of confidence test- 
in technical train- 


indus- 
1 


, 11158 
William D., optical properties and 
effects of smoke-stack plumes, 


10431 
Conscientious objectors, what conscientious 
objection is all about, 11402 


Conservation, see Natural resources. 
Conservation is for people, report on con- 
servation, 11412 
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Conservation o natural resources, see Nat- 
ural resource: 
Consideration of H.R. 6788, 10756 
Consideration of H.R. 11416, 10 
Consideration of H.R. 11627, inn 
Consideration of H.R. 13089, 10755 
Consideration of H.R. 13366, 10779 
Consideration of H.R. 15097, 10765 
Consolidated master cross reference list, 
10950 


space geodetic netwost by line- 
angle method, USSR study, 11191 
Construction, see Installations (military). 
vee og _ acineerns Research Labora- 
wer, paign, Ill. : 
technical manenteints 11002 
technical reports, 110068 
Construction guides for exposed wood decks, 
1 





Constructin 


Construction industry 
— caiety and health regulations, 


teamwork toward tomorrow, summary re- 
port and suggested a ea for voca- 
tional education, 100: 
Consuls, foreign consular offices in United 
States, 11436 
Consumer Affairs Office : 
appropriations, 1973, hearings, 10784 
transportation topics for consumers (peri- 
odical), 11472 
Consumer and seaaboting, Service, appropria- 
tions, 1973, rig Rn 784 
Consumer Product Ra Coordinat- 
ing — appropriations, 1973, hearings, 


Consumers : 
advice to consumers on laundry detergents, 
10883 


agriculture-environmental and consumer 
wr otecre appropriations for 1973, hear- 


107 
baying } +A series, 10638—639 
consumer price index, ‘components, rela- 
tive importance, 11230 
homemakers’ opinions about fibers in se- 
lected household items, nationwide sur- 
vey, 10405 
protection, promotion of safe motor vehi- 
cles having greater resistance to dam- 
age, report, 10757 
trans lee of Co topics for consumers from 
of Consumer Affairs (periodical), 


cuntantion (economics) : 
consumption on woolen and worsted sys- 
tems, summary for 1971, current in- 
dustrial reports, 10630 
Consumption on woolen and worsted sys- 
tems, summary for 1971, current indus- 
trial reports, 
Contagion and contagious diseases : 
communicable disease control 


ments— 
hearings, 10813, 10016 
report, 10773 
grants for communicable disease control, 
authorization— 
extend, a, moore, 10813, 10016 


report, 
Containerization, foreign oceanborne trade 
U.S., containerized eargo on selected 
trade routes, calendar year 1970 report, 


amend- 


Contaminants : 
development of sorber trace contaminant 
control system ay Pe and post- 
sorbers for catalytic zer, 11262 
predicting spacecraft self-contamination 
in space and in a test chamber, 11286 
Contemporary biographies from Large Soviet 
clopedia Yearbook for 1971, 11198 
<a Air Lines, Inc., accident report, 


Continental Air Lines, Inc. Boeing 707—820C, 
11867 


Page 82 





Continental Shelf, Atlantic Continental 
Shelf and slope of United States petrology 
¢ sand fraction of sediments, northern 

New Jersey to southern Florida, 11129 

Continuity of care through Te SS ee 
ning 7 physicians, nurses, _ 10 

Contractions, see Abbreviation 

“tamed report NASA CR pee vies), 11253-— 


Control systems: 
Apollo experience report, lunar module 
ofk lay and control subsystem, 11289 
84 beeen of multi-crate sys- 
“a 104 
improving accuracy of presipstromental 
control systems, USSR study, 11201 
Centrollability, handiin qualities criteria 
for space shuttle orbiter during terminal 
phase of flight, 11260 
Convention on international liability for 
damage caused by a? objects, message 
from President, 10 
Convention on taking evidence abroad, 10838 
Convention to opesvent and punish acts 
terrorism, 1 
Conventions and treaties, see subjects. 
Cooley’s anemia, see Anemia. 
Cooley’s anemia screening and counseling 


program, 10814 

Cooper, William, alphabetical index of 
mineral products, 1972 census of minerat 
industries, 10456 

Cooperative State Research Service, appre- 
priations, 1973, hearings, 10784 

Copper, industry report, 970 annual statie 

ical os een 2 

Copper - lustry report, 10962 

Copyri = 
catalog of ¢ yee on entries, 10932 
decisions of U.S. courts, 10929-931 

Copyright Office, bulletins, 10920-9 31 

Corporations : 
multinational corporations studies on U.S. 

foreign investment, 11178 
U.S. direct investments abroad, 1966, in- 
vestment position, financial and operat- 
ing data preliminary report on foreign 
liates other than manufacturing and 
petroleum, and all industries summary, 

Correctional institutions, see Prisons and 
prisoners 

Correctional rehabilitation, see Rehabilita- 
tion of criminals. 

Corrosion and anticorrosives, electrochemi- 
cal model for a salt stress-corrosion of 
titanium alloys, 112 

Cosmic rays, solar-diurnal variations of 
cosmic rays from maximum to minimum 
of solar activity, 11310 

Cost, farm costs and returns, 10972 
see also subjects. 

Cost and ee of living: 
ae occupied housing units 


plumbing facilities and tenure, 10561 
rooms and tenure, for United States, 
supplementary report, 2 
Pree wages and living conditions in New 
or 
Costs and returns, migratory sheep ranches, 
Utah-Nevada, 10972 
Cotton : 
how U.S. cotton is sold for export, 11063 
textiles, trade eement with— 


Thailand, 11454 
see also headings beginning cotton. 
Cotton gins and ginning, cotton gin operat- 
ing costs in west Texas, 10408 
Council on International Economic Policy, 
establish, hearing, 10799 
— se Toe0d a patterns, CBP 


see ey ‘subject A 
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Country life, Government services in rural 
America, annual report, 106 
Counts, Charles, encouraging American 
craftsmen, report, 11342 
County business | ya 1971, 10610—611, 
10617, 10623, 10626 
Court of Claims, pee retired, au- 
thorize recall for temporary assignments, 
report, 10735 
Courts of United States: 
appropriations, 197 
hearings, 10877 
report, 10761 
copyright decisions, 10929—931 
Federal court jurisdiction act of 1971, 
hearings, 1091 
Cracking (fracturing) $ 
analysis of fatigue crack propagation, 
Crafts, see Arts and crafts. 
Craftsmen, see Labor. 
Crashes, see Aircraft accidents. 
CRC, see Civil Rights Commission. 
Credit unions, see also Federal 
unions. 
Creep of metals: 
structural fatigue, thermal cycling, creep 
and residual strength, analytical and 
experimental investigation of aircraft 
metal structures reinforced with fila- 
mentary composites, 11266 
tensile creep of boron/epoxy and boron/ 
epoxy-reinforced 7075—-T6 aluminum al- 
loy, 11328 
Crews, see Flight crews—Submarine crews 
Crime and criminals: 
prevent and punish acts taking form of 
crimes against persons and related ex- 
tortion of international significance, 
convention, 10836 
small business, impact of crime, 
industry, 10872 
see also Criminal law. 
Crime, Select Committee on, House, investiga- 
tions and studies, expenses, report, 10740 
Crimi, Peter, method for analyzing dynamic 
stall of helicopter rotor blades, 11258 
Criminal justice (administration) : 
small area statistics, strengthening their 
role in Federal Government and their 
use in criminal justice programs, con- 
ference, 10599 
Criminal law, Federal, reform, hearing, 10915 
Crouch, Glenn L., evaluation of R—-55 and 
mestranol to protect Douglas-fir seed 
from deer mice, 11074 
CRREL, see Cold Regions Research 
Engineering Laboratory. 
Crude oil, see Petroleum. 
Cruises : 
cruise legislation, amend, report, 10744 
submarine crew effectiveness during sub- 
merged missions of 60 or more days’ 
duration, 11245 
Crumb, David J., relief, 10710 
Cryogenics, computer program for calcula- 
tion of thermal stratification and self- 
pressurization in liquid hydrogen tank, 


credit 


trucking 


and 


Crystallography, properties of selected super- 
conductive, materials, 11327 

Current estimates from health 
survey, 11335 

Current fishery 
11352 


interview 


statistics, C.F.S. series, 

Current industrial reports, 10627—636 

Current industrial reports, selected instru- 
ments and related products, 1970, change 
sheet, 10633 

Current industrial reports, steel power boil- 
ers, 106: 

Current laws, statutes and executive orders, 
etc., binders, 11013 
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Curriculum, vocational and technical teacher 
education, 5th annual National seminar 
proceedings, assessment of graduate pro- 
grams, 10976 

Curvatures (mathematics) : 
improved multiple linear regression and 

data analysis computer program pack- 
age, 11294 

Curves, sec Curvatures 

Customs, see Tariff. 

Customs Bureau, inspectors, include in re- 
tirement provision for hazardous occupa- 
tions, report, 10743 

Cutting machinery, see Gear 


(mathematics). 


cutting and 


finishing machines. 
Cybernetics : 
information and sybernetics, USSR study, 
1207 


reports from psychological congresses, 
USSR, 11194 
Cyclamates, payment of losses incurred by 
growers, manufacturers, etc., as result of 
barring use of cyclamates, reports, 10762, 
10779 
Cylinders: 
application of multivariable search tech- 
niques to structural design optimiza- 
tion, 11265 
material nonlinearity effects in optimiza- 
tion considerations of stiffened cylin- 
ders and interpretation of test data 
scatter for compressive buckling, 10441 
Cytotoxins, manual of tissue typing tech- 
niques, 11346 


D 


Daily river stages, 11369—70 

Dales, Sophie R., Federal grants to State and 
local governments, 1970-71, 11408 

Dallas, Tex., census of population and hous- 
ing, 1970, census tracts, 10575 

Damages, convention on international liabil- 
ity for damage caused by space objects, 
message from President, 10832 

Daming, capacity of soil during dynamic 
loading, review of mathematical material 
models, 11010 

Damping, effect of pulsation damping on 
respirable dust collected by coal mine dust 
personal samplers, 11248 

Danbury, Conn., census of housing, 1970, 
metropolitan housing characteristics, 
10493 


Data, see subjects. 

Data acquisition, drug use data, assessment 
of terminal devices used for acquisition 
and retrieval, 11332 

Data processing technicians, technical assist- 
ant, examination announcement, amend- 
ment, 10654 

Data retrieval, see Information storage and 
retrieval systems. 

Data storage and retrieval system, see Infor- 
mation storage and retrieval system. 
Davenport, Iowa, census of housing, 1970, 
metropolitan housing characteristics, 

10494 


Island-Moline, Iowa-Ill., 


Davenport-Rock 
statistical area, 


standard metroplitan 
10494 
Davidson, Tenn., 
metropolitan 
10521 
Day care of children: 
child care, data and materials, 10892 
comprehensive Headstart child develop- 
ment and family services act, report, 
10866 
preprimary enrollment, 10989 
D.C. bus subsidy, 10758 
Deaf, surgical treatment of deafness, biblio- 
profile, 11351 
Deafness, see D 
Dealy, J. Edward, “habitat characteristics of 
Silver Lake mule deer range, 11087 


census of housing, 1970, 
housing characteristics, 
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Debt, see Public debt. 

Decisions, see names of courts or depart- 
ments, ete., rendering decisions—also 
subjects. 

Decks, construction guides for exposed wood 
decks, 11067 

Declaring that certain federally owned lands 
are held by United States in trust for 
Indians of Pueblo of Cochiti, 10860 

Deer: 
growth patterns of deer-browse plants in 

southern forests, 11098 
habitat characteristics of Silver Lake mule 
deer range, 11087 

Deer mice, see Mice. 

Defense Civil Preparedness 
series, 10934 

Defense Communications Agency, 
design standards for Frequency 
multiplexers, military standard, 

Defense Department : 
appropriations, 1972, 

ment, report, 107 7D 
appropriation, 197: 3, military procurement, 
authorization, hearings, supplementary 
relating to SALT agreement, 10792 
audit of payments from special funda to 
Lockheed Aircraft Corporation for 
C-—5A aireraft program during period 
ended Mar. 31, 1972, GAO report, 11109 
cataloging manual M (series), 10941 
handbook DSAH series, 10942—947 
military standards, 10952—-959 
opportunities to consolidate support func- 
tions in Pacific to reduce military costs, 
GAO report, 11117 

Defense production act, see Production. 

Defense Supply Agency: 
annual report, 10940 
handbook DSAH series, 10942—947 

Definition of terms for automatic electronic 
test and checkout, military standard, 10956 

Definitions and abbreviations, 11027 

Defoliation, tree condition and mortality 
following defoliation by gypsy moth, 
11084 

Delaware, income limits for rent supplement 
housing, 11153 

Delaware River Basin Commission, appro- 
priations, 1973, hearings, 10790 

Density, density induced mixing in confined 
aquifers, 11022 

hygienists, 
ment, 10656 

Dental technicians, 
ment, 10656 

Dentistry, preventive 3d conference on teach- 
ing, proceedings, 11140 

Denver, Colo., area wage survey, 11219 

Departments of Labor and Health, Educa- 
tion, and Welfare, appropriations for 1973, 
testimony of members of Congress and in- 
terested individuals and organizations, 
10786 

Department of Transportation and related 

agencies 
epgtentiaticns for 1973, 10764, 10785 

Departments of State, Justice, and Com- 
merce, judiciary, and related agencies, ap- 
propriation bill, fiscal year 1973, 10761 

a in Bahrain of ree States 

Middle East force, agreement, 114 

Deets perception apparatus, model 2000, self- 
contained salinity, temperature, and depth 
recorder, 11356 

Desegregation in education, see Discrimina- 
tion in education. 

Design and test of porous-tungsten mercury 
vaporizers, 11297 

Design, fabrication, and testing of integrally 
armored crashworthy crew seat, 104 

Design study of shaft face seal with self- 

scone lift augmentaticn, 4-Force balance, 


Agency, FG 


technical 
Division 
10952 


military procure- 


examination announce- 


examination announce- 
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Designs (aircraft) : 
design, fabrication, and testing of inte- 
eae, armored crashworthy crew seat, 


parametric analysis of performance and 
design characteristics for advanced 
earth-to-orbit shuttles, 11292 
regenerative engine powered aircraft de- 
sign study, 10438 
using meteoroid-environment models for 
experiment and aepen design appli- 
cations, guide, 3 
Designs arcbitectwesly, 
Designs (industrial) : 
standards for long- haul communications, 
subsystem design and engineering 
standards and equipment technical de- 
sign and standards for high frequency 
radio, military standard, 10953 
turbine design and application, 11275 
Desjardins, Stanley P., design, fabrication, 
and testing of integrally armored crash- 
worthy crew seat, 10439 
Des Moines, Iowa, census of housing, 1970, 
metropolitan housing characteristics, 
10495 
Detectors, 
ments. 
Detergents, advice to consumers on lanndry 
detergents, 10883 
Determination of stability derivatives from 
flight data using Newton-Raphson minimi- 
zation technique, 11282 
Detroit, Mich., census of housing, metropoli- 
tan housing characteristics, 10496 
Development (economics), see Underdevel- 
oped areas. 
Developing technique for automated fore- 
casting of clear air turbulence, 11465 
Development of solid electrolyte carbon 
dioxide and water reduction system for 
oxygen recovery, 11259 
Devises, drug use data, assessment of termi- 
nal devices used for acquisition and re- 
trieval, 11332 
see also types of devices. 
Dew point, relative humidity and dew point 
table, 11373 
Diehl, R. C., fate of trace mercury in com- 
bustion of coal, 11250 
Diet, abernathy salmon diet, 1970, tests of 
variations, 11421 
Diffusion, direct numerical method for pre- 
dicting concentration profiles in turbulent 
boundary layer over flat plate, 11269 
Digital circuits for computer applications, 
compilation, 11279 
Digital computers, see Electronic computers. 
Dille, Robert J., index to FAA Office of Avia- 
tion Medicine reports, 1961-71, 10452 
Dinus, R. J., fusiform rust in loblolly and 
splash pines after cultivation and fertili- 
zation, 11092 
Dinwiddie, George A., summary of hydraulic 
testing in and chemical analyses of water 
samples from deep exploratory holes in 
Little Fish Lake, Monitor, Hot Greek, and 
Little Smoky Valleys, Nevada, 11133 
Direct numerical method for predicting con- 
centration profiles in turbulent boundary 
layer over flat plate, 11269 
Directories : 
bear A of forest products industries in 
25 Tennessee Valley counties, 1971 list- 
an 11470 
directory of public employment relations 
board and agencies, guide to administra- 
tive machinery for conduct of public 
employee-management relations within 
States, 
fa consular offices in United States, 
11436 


see Architecture. 


see Radiation detection instru- 


Disability insurance, Foreign Service retire- 
ment and disability system, 11440 
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Disabled : 
atiesnetives to nursing home care, pro- 
posal, 
Sut Se ee. help through rehabilita- 
tion, 
onset of disability, 11405 
social security amendments of 1971 con- 
cerning provisions assisting with income, 
etc., 10822 
Social security survey, reports, 11405 
see Veterans. 
Disadvantaged, seminar on preparing dis- 
oemsteen for jobs, planning handbook. 
10987 


Disadvantaged youth, see Youth. 
Disarmament: 
Arms control and disarmament act, amend, 
report, 10747 
defense procurement authorization relat- 
ing to SALT agreement, hearings, 10792 
Disaster plans, too little? too late? correct 
this by attending industry/business 
emergency planning, 10934 
Disasters : 
disaster preparedness, report, 10994—95 
disaster plans, too little? too late? correct 
this by attending industry/business 
emergency planning, 1 
minimizing damage to refineries from 
nuclear attack, natural and other dis- 
asters, 11383 
Discharge, continuity care through dis- 
charge planning by physicians, nurses, 
etc., 10674 
Discharges (electric), see Electric discharges. 
Discrimination in education : 
Emergency school aid act, report, 10766 
print additional copies, report, 10767 
Discrimination in employment : 
Equal employment opportunity enforce- 
ment act, report, 10730 
Federal employment problems of Spanish 
speaking, hearings, 10% 
Negro employment in the South, Memphis 
abor market, 11212 
Diseases, see names or classes of diseases. 
Diseases of plants, international plant pro- 
tection convention, 10835 
Display systems, Apollo experience report, 
lunar module display and control subsys- 
tem, 11289 
Dissertation (academic), 
anisotropic plasma, 1131 
Distributors (apparatus), principles of active 
operator and functional distribution be- 
tween man and machine in automation, 
USSR study, 11186 
District Courts, diversity of jurisdiction, 
multi-party litigation, choice of law in 
Federal courts, hearings, 10913 
District of Columbia : 
— ow assistance, provide, report, 
census of housing, 1970, metropolitan 
housing characteristics, 10556 
conveyance of land to National Firefight- 
ing Museum and Center for Fire Preven- 
tion, Inc., 10714 
Council— 
Chairman, nomination of John A, 
Nevius, hearing, 10891 
Vice Chairman, nomination of Sterling 
Tucker, hearing, 10891 
evidentiary use of prior inconsistent state 
ments by witnesses in trials, hearing, 
10890 
Federal guarantee of bonds for National 
Capital region subway system, hearings, 


” ao waves in 


1088 
name limits for rent supplement housing, 


limitation on actions arising from death 
or injury from defective, etc., improve- 
7000) to real property in D.C., h ng, 
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District of Columbia—Continued 
police and firemen salaries, hearings, 10801 
representation in Congress, provide, re- 

rt, 10726 
Robert F. Kennedy Memorial Stadium, 
future use and financing, hearing, 10889 

District of Columbia Committee, House: 
Hearings, 10801 
Investigations and studies, authorization 

and expenses, report, 107 
reports, 10714, 10758 

District of Columbia Committee, Senate, 
hearings, 10888—91 

District of Columbia Transit System, appli- 
eation for rate increase, report, 10758 

Diversity jurisdiction multi-party litigation 
choice of law in Federal courts, 10913 

Docking (spacecraft), see Spacecraft. 

Docking training and telemetry, 11206 

Dollars, par value of dollar, modification, 
report, 10731 

Domestic Commerce Bureau, 
10960 

Dominican Republic: 
agricultural commodities, agreement, 11448 
economic trends and their implications for 

United States, 11175 

Doors, hinged interior wood door units, 
voluntary product standard, 11331 

Doppler effects, symmetrical laser Doppler 
velocity meter and its application to 
turbulence characterization, 11263 

Dornheim, Arthur R., establishing business 
in Hong Kong, 10669 

DOT, see Transportation Department. 

Douglas fir, see Fir. 

Dow, James W., direct numerical method for 
ae concentration profiles in turbu- 
ent boundary layer over flat plate, 11269 

Drag (aerodynamics) : 
experimental investigation of high-speed 

rotorcraft ones. 10437 

Dredging, observations on dredging activities 
and problems, GAO ort, 11115 

Dreilich, Fredi R., relief, 10715 

Drills (tools) : 
boring machines, industrial plant equip- 

ment handbook, 10946 

Drops: 

fog drop measurements at Barrow, Alaska, 
10999 


introduction, 


frequency response of vaporization process 
to distorted acoustic disturbances, 11300 
Drug abuse: 
drug addiction and abuse omens military 
veterans, 1971, hearings, 10925 
drugs of abuse, 11251 
in military authorized treatment and re- 
habilitation program, hearing, 10878 
Drug abuse in military, hearing, 10878 
ag ap ppraees see Drug abuse—Narcotic 
abit. 


Drug use data, assessment of terminal devices 
used for acquisition and retrieval, 11332 
Drugs: 
drug use data, assessment of terminal 
devices used for acquisition and re- 
trieval, 11332 
FDA interim index to evaluations pub- 
lished in Federal register for NAS—-NRC 
reviewed drugs, 11061 
Drugs of abuse, 11251 
Duchess Footwear Corp., Salem, Mass. 
women’s dress and casual shoes, Tariff 
Commission, report, 11468 
Duffy, P. D., system for measuring and com- 
puting ephemeral runoff from small water- 
sheds, 11079 
Dust, see Coal dust. 
Dynamics : 
movement of rigid body with cavities con- 
taining viscous fluid, 1 
aaa 7 of dynamics of tracked vehicles, 
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Early yields of slash pine planted on cut- 
over site at various spacings, 11093 
PRarth, interior of the earth, 11125 
East (Far Hast) : 
foreign relations of U.S.— 
departmental edition, 11438 
document edition, 10691 
East (U.S. 
forests and floods in eastern U.S., 11082 
Dast Chicago, Ind., census of popul: ition and 
housing, 1970, census tracts, 10577 
Eastern pine shoot borers, general informa- 
tion, 1107 
Bastern States, see Bast (U.S.) 
Easton, Pa. : 
census of housing, metropolitan housing 
characteristics, 1047 
census of population and housing, 1970, 
census tracts, 70 
Bberle, W. D., remarks, May 19, 1972, 11416 
Echternacht, Gary Pe: 
evaluation of feasibility of confidence test- 
ing as diagnostic aid in technical train- 
ing, 10422 
use of confidence testing in objective tests, 
10421 


Beology : 
habitat characteristics of Silver Lake 
mule deer range, 11087 
some facts relating to manpower implica- 
tions of ecological issues, 11231 
understanding ecology of abundance, 11106 
Economic assistance, see Foreign aid. 
Economic conditions : 
agricultural economy of Nigeria, 10973 
American productivity, key to economic 
strength and national survival, 10683 
contributions of maritime industry to na- 
tional economy (address), 10665 
foreign economic trends and their impli- 
cations for United States, DT series, 
11165-176 ; 
report of the President to Congress, hear- 
ings, 10686 
SBA economic review, 11403 
state of Nation’s economy 
10671 
see also names of countries, States, etc. 
Economic development : 
economic future growth gogents on today’s 
decisions (remarks), 1 
EDA economic ang oy districts, job- 
creating program, 1 6 
EDA planning grants, 10968 
impact of job etn oy on poverty in 4 
develo oping areas, 10971 
Eeonomic evelopment Administration : 
building communities with jobs, 10964 
EDA business development loans, who can 
borrow, how to apply, 10965 
BDA grants and loans for ome works 
and development facilities, 10967 
EDA technical assistance, what it is, how 
to apply, 10969 
job-creating program, BDA economic de- 
velopment districts, 10966 
ar grants for economic development, 
1 


(remarks), 


Economic growth, see Economic development. 
Economic Joint Committee 
committee prints, 10683-685, 10687-688 
hearings, 10686, 10689 
Beonomic Opportunity Office, improvements 
needed in training and technical assistance 
services provided to antipoverty agencies, 
O report, 11112 
Economic policy : 
American productivity, key te economic 
strength and national survival, 1 
International economic policy act, hearing, 


107 
new realities and new directions in U.S. 
Pr? ma economic policy, committee print, 
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Economic policy—Continued 

peaceful economic coexistence necessary be- 
tween nations (remarks), 11035 

President Nixon’s new economic policy, tax 
proposals with supporting and explana- 
tory data and tables at public hearings, 
statements by Secretary of Treasury 
and Director of Office of Management 
and Budget, 10824 

Economic Research Service : 
agricultural economic reports, 10971 
ERS foreign series, 10973 

Economic security, see Economic condi- 
tions. 

Economies: 

——— of Federal subsidy 
1 5 
compendium of papers, 10684 

Ecosystems, see Ecology. 

EDA, see Economic Development Admin- 
istration. 

Eddy currents, eddy current decay 
for resistivity characterization 
purity metals, 11324 

Edgerton, Paul J., effect of cattle and big 
game grazing on ponderosa pine planta- 
tion, 11076 

Edmunds, Phillip H., genic polymorphism of 
blood proteins from white marlin, 11418 

EDS, see Environmental Data Service. 

Education : 
amendments of 1972, report, 10766 

print additional copies, report, 10767 
child feeding and nutrition education pro- 
grams, 10802 
educational technology, vote of confidence 
(address), 10975 
findings in National assessment science 
survey, 10977 
model programs, 
ion— 
— horizons 100, Hartford, Conn., 
10987 


programs, 


method 
of high 


compensatory educa- 


a a -. home program, Freeport, 
a 

project R-3, San Jose, Calif., 10980 
remedial reading laboratories, El Paso, 


ex., 

NASA educational publications, list, 11273 

veterans’ educational assistance allow- 
ances, increase rates, report, 10725 

see also Programmed instruction—Secon- 
dary education—Vocational education. 
Education and Labor Committee, House, 
hearings, 10802—803 
Education, National Institute, see National 
Institute of Education. 
Education Office : 

NCEC, nationwide application, research 
and development results and successful 
programs, practices, 10982 

PREP reports, 10984—988 

Educational boards and departments, in- 
structional television facilities, guide for 
sued administrators and board members, 


EEO, see Equal Employment Opportunity 
Commission. 
Effect of cattle and big game grazing on 
De ye pine plantation, 11076 
Effect of pulsation damping on respirable 
dust collected by coal mine dust personal 
samplers, 11248 
Effects of alcohol on pilot performance dur- 
ing instrument flight, 10453 
Efficacy, toxicity, and residues of nifurpirinol 
in salmonids, 11421 
Effiuents: 
optical properties and visual effects of 
smokestack plumes, 10431 
reverse osmosis concentration of dilute 
pulp and paper effluents, 11019 
Eggs, reducing egg breakage in mechanized 
egg-grading and packing lines, 10391 
Egypt, see United Arab Republic (Hgypt). 
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Eisenhauer, Charles M., neutron moments 
computer Code, moment 1, 11329 

Eisenhower College, Eisenhower memorial, 
hearing, 10880 

Eisenhower memorial, hearing, 10880 

Elderly, see Aged. 

Elections : 
campaign information, factual, 10829 
Federal election campaign act, law, 10679 
seating of representative from 27th con- 

gressional district of Pennsylvania, hear- 
ings, 10807 

Electric apparatus and appliances, elec- 
trical equipment, Missouri-Oahe projects 
of Pick-Sloan Missouri Basin program, 
Canyon Ferry project, Yellowtail project, 
field review, 11393 

Electric are, analysis of flow in 1—MJ electric- 
are shock tunnel, 11307 

Electric discharges, electric discharge shock 
tube as plasma source for magnetohydro- 
dynamic experiments, USSR study, 11195 

Electric energy, see Electricity. 

Electric equipment, see Electric apparatus 
and appliances. 

Electric generators : 
multitube generator bank, for shaping high 

frequency fields enclosing plasma, USSR 
study, 11197 
preliminary design of auxiliary power unit 
for space shuttle, selected system— 
cycle performance data, 11256 
supporting studies, 11255 
ue shuttle auxiliary power unit study, 
257 
Electric lines, study of spiral groove delay 
system USSR study, 11200 
Electric measuring machines, industrial plant 
equipment handbook, electrical and elec- 
tronic properties measuring and testing 
instruments, 10942 
Electric power, see Elecricity. 
Electric power plants, capacity of electric 
generating plants and production of elec- 
tric energy, world power data, 11036 
see also Nuclear reactor power plants. 
Electric relays : 
necessary bandwidths for gts yg A modu- 
lated microwave radio relay systems, 
10672 

selection and application, military stand- 
ard, 10957 

Electric resistance, eddy current decay 
method for resistivity characterization of 
high purity meals, 11324 

BHlectrical-analog analysis of hydrologic sys- 
ees Basin, southeastern Arizona, 
1113 


Electrical and electronic properties measur- 
ing and testing instruments, 10942 
Electricity : 
capacity of electric generating plants and 
production of electric energy, world 
power data, 11036 
Federal power act, sagmtationa, 11037 


transmission of electric power, report to 
Federal Power Commission, 11038 
Electrochemistry : 
electrochemical model for hot-salt stress- 
corrosion of titanium alloys, 11295 
ion-selective clectrochemical sensors, 3d 
report, 11159 
Electrolysis, see Electrochemistry. 
Electrolytes, development of solid electrolyte 
carbon dioxide and water reduction sys- 
tem for oxygen recovery, 11259 
Electromagnetic compatibility, RF pulse gen- 
erating and amplifying techniques for im- 
proving radar emission characteristics, 
study and experimentation, 11464 
Electronic computers : 
CAMAC organization of multi-crate sys- 
tem, 10449 
digital circuits for computer applications, 
compilation, 11279 


Do not order from index; see indicated entry 





Electronic computers—Continued 

electric analog studies of flow to wells in 
Punjab Aquifer of West Pakistan, 11136 

procedure for recoding 2 words into ter- 
nary coded word, West Germany study, 
11199 

recognition of spoken signals, USSR study, 
11196 


Electronic data processing equipment, 
Electronic data processing systems. 
Electronic data processing systems, drug 

use data, assessment of terminal devices 
used for acquisition and retrieval, 11332 

sce also Information storage and retrieval 
system. 
Electronic engineering, varieties of semicon- 
ductor materials, 11188 
Electronic equipment: 
definition of terms for automatic elec- 
tronic test and checkout, military stand- 
ard, 10956 

joint electronics type desgination system, 
military standard, notice, 10954 

Electronic measuring instruments, indus- 
trial plant equipment handbook, electrical 
and electronic properties measuring and 
testing instruments, 10942 

Electronics : 
electrical and electronic properties meas- 

uring and testing instruments, 10942 
study of spiral groove delay system, USSR 
study, 11200 

Elementary education, Elementary 
secondary education act, amend, 
10766 

print additional copies, report, 10767 

Elikau, L., development of solid electrolyte 
earbon dioxide and water reduction sys- 
tem for oxygen recovery, 11259 

Elimination of surety bonds, report, 10865 

El Paso, Tex., remedial reading laboratories, 
El Paso, Tex., model programs, compen- 
satory education, 10981 

Elyria, Ohio: 
census of housing, 1970, metropolitan hous- 

ing characteristics, 10515 
census of population and housing, 1970, 
census tracts, 10582 
Emergencies, see Disasters. 
Emissions, RF pulse generating and amplify- 
ing techniques for improving radar emis- 
sion characteristics study and experi- 
mentation, 11464 
Employee benefit plans, code of Federal reg- 
ulations, 11043 
Employees : 
directory of public employment relations 
boards and agencies, guide to adminis- 
trative machinery for conduct of pub- 
lic employee-management relations 
within States, 11213 

time lost from work among currently em- 
ployed population, 11334 

see also Employee benefit plans. 

Employer-employee relations, see Industria! 
relations, 

Employers liability and workmen’s compen- 
sation changes in workmen’s compensa- 
tion in 1971, 11228 

Employment: 
comprehensive manpower reform, 1972, to 

allow States Federal revenues for train- 
ing and employing individuals, hearings, 


10917 
EDA, building communities with jobs, 
10964 ain 


see 


and 
report, 


employment profiles of selected 
income areas, 10597—598 

employment security operations, impact 
of computerized job bank in Baltimore, 
Md., Labor Dept., GAO report, 11110 

Federal employment problems of Spanish 

speaking, hearings, 10817 

guarant ob opportunity, welfare re- 

—, s anation of committee deci- 
sions, 
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Employment—Continued 
job-creating program, EDA economic de- 
velopment districts, 10966 
maritime manpower report, 
longshore and _ shipyard 
11239 


seafaring, 
employment, 


Negro employment in the South, 
Memphis labor market, 11212 
role of Government in employment of en- 
gineers (address), 11214 
seminar on preparing on ? for 
jobs, planning handbook, 
survey of State public abies “job oppor- 
tunities for welfare recipients, 10898 
unemployment rates and employment 
characteristics for scientists and engi- 
neers, 11365 
Encouraging American craftsmen, 
11342 
Encyclopedias, contemporary _ biographies 
from Large Soviet Encyclopedia Yearbook 
for 1971, 111 98 
Engineering 
design handbook, 10434 
engineering evaluation and review of 
consol synthetic fuel process, 10661 
examination announcement, amendment, 


10650 
PACAF basic bibliography, 10429 
packaging and pack engineering, 10434 
technical assistant, examination 
nouncement, amendment, 10654 
see also Aeronautical engineering—Elec- 
tronic engineering. 
Engineers: 
role of Government in epepment of en- 
gineers (address), 11214 
unemployment rates and employment 
characteristics for scientists and engi- 
neers, 11365 
Engineers Corps, Army 
appropriations, 1973, ‘nearings, 10790 
Los Angeles District, report, 11007 
observations on dredging activities and 
problems, GAO report, 11115 
Engines, see Turbines. 
Engines (aircraft) : 
effect of casing boundary-layer removal 
on noise of turbofan rotor, 11291 
regenerative engine powered aircraft de- 
sign study, 10438 
see also Rockets. 
England, see Great Britain. 
Enlisted personnel, see Air Force. 
Enrollment, see Colleges and universities. 
Entomology, see Insects. 
Environment : 
agriculture and the environment 
dress), 11012 
agriculture, environmental and consumer 
protection appropriations, 1973, hear- 
ings, 10784 
automobile cycle, environmental and re- 
source reclamation problem, 11016 
environmental aspects of supersonic 
transport, 10666 
Federal environmental 
act, report, 10871 
physical environment of National Reactor 
Testing Station, Idaho, summary, 11130 
reading and home environment, princi- 
pal’s responsibility, 10985 
understanding ecology of 
11106 
using meteoroid-environment models for 
experiment and spacecraft design ap- 
plications, guide, 11283 
Environmental Data Service, NOAA techni- 
memorandum, EDS NODC series, 
11354 
Environmental pollution, see Pollution. 
Environmental Protection Agency, current 
laws, statutes and executive orders under 
reorganization plan of 1970, binders, 
11013 


report, 


an- 


(ad- 


pesticide control 


abundance, 
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Epoxy resins, see Resins. 
Equal employment opportunity, see Discrim- 
ination in employment. 

—, ee ment Opportunity Commis- 
appropriations 1973— 
earings, 10877 

report, 10761 

enforcement powers, strengthen, report, 

10730 

Equations, wT moments computer code, 
moment 1, 11329 

Equations of motion, theory of generalized 
gyroinstrument, USSR study, 11189 

Equipments, see names and types of 
equipment. 

Erickson, Gerald R., PACAF basic bibliog- 

raphy, 10429 

Erie, Pa., census of housing, 1970, metro- 
politan’ housing characteristics, 10497 
Ernst, Wallace R., flora morphology and 
systematics of Lamourouxia (Scrophu- 

lariaceae: Rhinanthoideae), 11404 

Erosion, shore protection guidelines, part of 

national shoreline study, 11005 

Erosion control, see Soil erosion. 

ERS, see Economic Research Service. 

Establish Council on International Economic 
Policy, hearing, 10799 

Establishing working capital fund for Bu- 
reau of Land Management of Department 

of Interior, 10852 

Estate tax, see Inheritance and transfer tax. 

Estimates of gross national product for non- 

Communist countries, calendar year 1970, 
1181 
Europe: 

European Community and American in- 
terest, special study mission report, 
committee print, 10804 

foreign relations of U.S.— 
departmental edition, 11437 
document edition, 10690 

European Community and American inter- 
est, report of special study mission to 

Zurope, 10804 

European Space Research Organization, sat- 
ellite telemetry/telecommand station near 

Fairbanks, Alaska, agreement, 11447 

Evaluating experimental audio-visual mod- 
ule programmed to teach basic anatomical 

and physiological system, 10423 

Evaluation of advanced instrumentation sys- 

tem for helicopter rotors, 10442 

Evaluation of feasibility of confidence test- 
ing as diagnostic aid in technical train- 

ing, 10422 

Evaluation of one-dimensioral approxima- 
tions for radiative transport in blunt body 

shock layers, 11254 

valuation of R—55 and mestranol to pro- 
tect Douglas-fir seed from deer mice, 


110 
Evans, Douglas H., food habits of striped 
marlin and sailfish off Mexico and South- 
ern California, 11418 
Evansville, Ind., census of housing, 1970, 
metropolitan housing characteristics, 
Evidence : 
evidentiary use of prior inconsistent state- 
ments by witnesses in trials in D.C., 


10 
taking of evidence abroad in civil or com- 


mercial matters, convention, 10838 
Examination of financial statements, Gov- 
ernment Printing Office, fiscal year 1971, 
11111 
ixaminations, see Civil service. 
Excerpt from House report 92—231, 10822 
Excise taxes, internal revenue bulletin, cu- 
mulative index-digest supplement system, 
11162 
Executive 
supplies. 
ixpenditures, see Finance. 


departments, see Government 
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Experimental investigation of axisymmetric 
ree jet with initially uniform velocity 
profile, 11298 

Explorations, hydraulic testing in and chem- 
ical analyses of water samples from deep 
sep oratory holes in Little Fish Lake, 

onitor., ot Creek, and, a Smoky 
Valleys, Nev., summary, 11133 

Export- -Import Bank of Gaited States : 

sree ations, 1972, law, 10681 
rt credit subsidies in way of loans and 
nsurance to foreign countries, econom- 
ics of Federal subsidy programs, 10684 

Exports : 

American coment to foreign trade 
(address), 11164 

feasibility of et aditeily watermelons to 
England, 

trade missions, handbook for trade mis- 
sion members, 11179 

U.S. commodities as related to output, 
10642 


see onal names or classes of articles ex- 
nort 
Extension of Federal water pollution con- 
trol act, 10861 
1973, 


Extension Service, 
hearings, 10784 
Extradition, treaty with Argentina, 10839 
Eyes of an airport, 11205 
F 


appropriations, 


Fabrication, see names of materials 
fabricated. 

Factual campaign information, 10829 

Fair hearings in public assistance, 11338 

Fair labor standards act, see Labor 
standards. 

Fairbanks, Alaska, 
command station near Fairbanks, 
11447 

Fall River, Mass., census of housing, 1970, 
= housing characteristics, 
104 


satellite telemetry/tele- 
Alaska, 


Families : 

Comprehensive headstart child 
ment and family services act, 
10866 

farmers and farm families, advantages 
and challenges (address), 10400 

opportunities for families program and 
family assistance plan, social security 
amendments of covering pro- 
grams, 10822 

outline of welfare reform for needy fami- 
lies, committee print, 10823 

social security information for 
families, 11409 

Fans: 

measured noise of model fan-under-wing 
and fan-on-flap jet flap configurations, 
11296 

static performance of 13.97-CM (5.5-inch) 
diameter model VTOL lift fan, 11270 

Far East, see East (Far Bast). 

Fares, see Air carriers. 

Farkas, Andrew J., Apollo experience re- 
port, lunar _ae display and control 


subsystem, 
cating pete. 


develop- 
report, 


young 


Farm buildings, breeding 
chute for beef cattle, 104 
Farm Credit Administration, appropriations, 
1973, hearings, 10784 
Farm families, see Families. 
Farm labor, exemptions related to agricul- 
ture under Fair labor standards act, 11477 
Farm products, see Agricultural products. 
Farmer Cooperative Service, appropriations, 
1973, hearings, 10784 
Farmers: 
current agricultural pro 
for additional plan 
10398 
farmers and farm families, advantages 
and challenges (address), 10400 


og and need 
(address), 
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Farmers—Continued 
problems facing farmers (remarks), 10416 

Farmers’ bulletin, 10401 

Farming, see Agriculture. 

Farms: 
eosts and returns, 10972 
farmers and farm families, advantages 

and challenges (address), 10400 
population, 1971, United States, 10637 
population, series Census ERS, 10637 

Farr, William A., partial cutting of west- 
ern hemlock and Sitka spruce in south- 
east Alaska, 11086 

FAS, see Foreign Agricultural Service. 

Fat, see Oils and fats. 

Fate of trace mercury 
coal, 11250 

Fathers, child support and paternity deter- 
mination, welfare reform, explanation of 
Finance Committee decisions, 10900 

Fatigue of materials, see Strains 
stresses. 

Fats, see Oils and fats. 

Fayetteville, N.C., census of housing, 1970, 
metropolitan housing characteristics, 
10500 

— see Federal Communications Commis- 
sion. 

FCR series, 10972 

FDA, see Food and Drug Administration. 

Feasibility of exporting watermelons to 
England, 10390 

Federal assistance, see Grants-in-aid. 

Federal assistance programs : 
alternatives to nursing home care, 

posal, 10874 
Federal domestic 1972 cata- 
log, 11236 

Federal Aviation Administration : 

contractions used in air traffic control, 
ete., handbook, change, 10433 

Federal aviation regulations, 11027-—28 

report FAA-—AM series, 10452—-454 

report RD series, 11464-465 

Federal aviation regulations, definitions and 
abbreviation, 11027 

Federal buildings, see Public buildings. 

Federal Communications Commission : 
annual report, 11032 
decisions and _ reports, 


in combustion of 


and 


pro- 


assistance, 


bound volume, 


11031 
FCC in fiscal 1971, general information, 
11030 


members, nominations of Richard BD. Wiley 
and Benjamin L. Hooks, hearing, 10884 
Federal credit unions, development of Fed- 
eral credit unions, 11341 
Federal Deposit Insurance 
audit report, 11107 
Federal domestic assistance programs, see 
Federal assistance programs. 
Federal employees, see Government officials 
and emplo 
Federal em 
Federal Financing Bank, 
ings, 10881 
Federal Government, see Government. 
Federal grants to State and local govern- 
ments, 11408 
Federal guarantee of bonds for National 
Capital region subway system, 10888 
Federal item identification guides : 
fencing, architectural and related metal 
products, 10948 
waxes, oils. and fats, change, 10949 
Federal land, see Public lands. 
Federal manual for supply 
change, 10941 
Federal Maritime Commission : 
appropriations, 197 
hearings, 10877 
report, 10761 
SP series, 11035 
Federal Mediation and Conciliation Service, 
appropriations, 1973, hearings, 10786 


Corporation, 


ak. see Employment. 
establish, hear- 


cataloging, 
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Federal motor vehicle safety standards and 
regulations, supplements, 11343—344 

Federal Power Commission : 
Federal power act, regulations, 11037 
P series, 11036 

Federal Prison Industries, Inc., appropria- 
tions, 1973, report, 10761 

Federal protective officer, GS-4, examina- 
tion announcement, 10657 

Federal! regulations, see subjects. 

Federal reserve member banks, income 1971, 
statistical release, 11057 

Federai Reserve System Board of Governors: 
annual report, 11055 
member, nomination of Jeffrey M. Bucher, 

10882 


Federal standards, 11060 

Federal supply catalog, 
supplies. 

Federal Trade Commission : 

appropriations, 1973, hearings, 10784 

response to Appropriations Committee’s 
survey and investigations staff report 
upon programs of FTC, hearings, 10784 

Federico, Pat-Anthony, evaluating experi- 
mental audio-visual module programmed to 
teach basic anatomical and physiological 

system, 1042: 

FEDS, see Foreign Economic Development 

Service. 

Feller, Albert G. and wife, relief, 10709 
Fences, fencing, architectural and related 
metal products, Federal item identification 

guide, change, 10948 

Fenciag, see Fences. 
Ferguson, Edwin R., 
shortleaf pine in Boston 

Arkansas, 11078 

Fertilization of plants, streamflow nitrogen 
loss following forest erosion control fer- 

tilization, 11073 

Fever thermometers, see Thermometers. 
FG series, 10934 
Fibers: 

fiber reinforced concrete, general discus- 
sion of field problems and applications, 
11002 

homemaker’s opinions about fibers in se- 
lected household items, nationwide sur- 
vey, 10405 

industry wage survey, 11226 

Field office processing, HUD handbook, 

11145 

58th annual report, Board of Governors of 

Federal Reserve ' System [calendar year] 

1971, 11055 

see Federal item identification guides. 

slands, economic trends and their im- 

lications for United States, 11171 

Filamentary composites, see Composite 
materials. 

Files and filing (documents) : 

National Military Command System in- 
formation processing system 360 for- 
matted file system (NIPS 360 FFS), 
change, 10935-—939 

NIPS formatted file system (360 FFS), 

user’s manual 
file structuring (FS), change, 10935 
introduction to file concepts, 10936—939 
sampling applications of 1970 census pub- 
lications, maps, and public use sum- 
mary files, 10641 
Filters and filtration : 

centrifugals, separators and filters, indus- 
trial plant equipment handbook, 10945 

purification of condensate with separately 
functioning ion-exchanger filters at VK— 
50 atomic electric power plant, USSR 
study, 11185 

Finance: 
code of Federal regulations, 11046 
Federal financing authority, hearings, 


10881 
financial developments in 1971, 4th quar- 
ter, 11056 


see Government 


site index table for 
Mountains of 


Fiji 
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financial statements: 

Government Printing Office, GAO ex- 
amination, 11111 

Overseas Private Investment Corpora- 
tion, GAO audit, 11108 

forest fire control, cooperative financing, 
preliminary data, 11068 

low-rent housing financial management— 
— operating budgets, 11143 

andbook, supp., 11149 

State vocational rehabilitation agency, 
—— and financial plan, 398 

U.S. direct investments abroad, 1966 in- 
vestment position financial and operat- 
ing data, preliminary report on foreign 
affiliates other than manufacturing and 
petroleum, 10963 

vocational education planning, manpower, 
priorities, and dollars, 10993 

welfare reform, fiscal relief for States, ex- 
planation of committee decisions, 10901 

Finance Committee, Senate: 

committee prints, 10892, 10894, 10896— 
10902 

hearings, 10893, 10895 

Financial statements, see Finance. 

Fingerprints, manual and automated finger- 
prints registration, 11330 

Finland, economic trends and their implica- 
tions for United States, 11170 

Fir, Douglas, evaluation of R-55 and 
mestranol to protect Douglas-fir seed from 

deer mice, 11074 

Fire control, see Forest fires. 

Fire fighters, see Firemen (firefighters). 

Fire prevention, see Fires. 

Fire season climatic zones 
Alaska, 11088 

Firefighters, see Firemen (firefighters). 

Firemen (firefighters) : 

firefighter, GS-4, examination announce- 
ment, 10658 

police and firemen salaries, District of Co- 
lumbia, hearings, 10801 

Fires : 

Fire research and 
tions to carry 
10753 

fire season climatic zones of mainland 
Alaska, 11088 

see also Forest fires. 

First-year, full-time graduate science enroll- 

ment continues to decline, 11364 

Fiscal policy, see Finance. 
Fish and fisheries : 
eurrent fishery 
11352 

New Jersey landings, 11352 

Sport Fisheries and Wildlife Bureau, 11418 

treaties and other international agree- 
ments on fisheries, 10887 

see also Wildlife. 

Flammable fabrics, see Textiles. 
Flaps (aircraft) : 

lifting-surface theory for calculating load- 
ing induced on wing by flap, 11299 

measured noise of model fan-under-wing 
and fan-on-flap jet flap configurations, 
11296 

noise produced by small-scale, externally 
blown flap, 11285 

Flash flood, 11371 
Flight : 

calibration of compensated and uncom- 
pensated pilot-statie airspeed probes and 
application of probes to supersonic 
cruise vehicles, 11302 

flight instructors, certification, 
aviation regulations, 11028 

handling qualities criteria for space shut- 
tle orbiter during terminal phase of 
flight, 11260 

see also Instrument flying. 


of mainland 


safety act appropria- 
out, authorize, report, 


statistics, CFS _ series, 


Federal 
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Flight crews : 
esign, fabrication, and testing of inte- 
grally armored crashworthy crew seat, 


members, other than pilots, certification, 
Federal aviation regulations, 11028 
Flight instructors, see Flight 
Flight training, see Flight. 
Flint, Mich., census of housing, 1970, metro- 
politan housing characteristics, 10501 
Floods : 
flash flood, general information, 11371 
forests and floods in eastern U.S., 11082 
how to avoid damage, Jefferson Borough, 
Pa., 11004 
Florida : 
census of housing, 1970, detailed housing 
characteristics, 10471 
pears business patterns, 10603 
ow: 
additional research on instabilities in at- 
mospheric flow systems associated with 
clear air turbulence, 11253 
analysis of flow in 1—MJ electric-are shock 
tunnel, 11307 
direct numerical method for predicting 
concentration profiles in turbulent 
boundary layer over flat plate, 11269 
electric analog studies of flow to wells in 
Punjab Aquifer of West Pakistan, 11136 
experiment investigation of axisym- 
metric free jet with initially uniform 
velocity profile, 11298 
fluid flow analysis of hot-core th! 
wind-tunnel nozzle concept, 11293 
movement of rigid body with cavities con- 
taining viscous fluid, 11309 
supercritical flow in curved channels, 
ydraulic model investigations, 11007 
Flowers, organization and practices of se- 
lected terminal wholesale flower markets 
in the West. 10407 
Floyd Flying Service, accident report, 11367 
Flue plumes, optical properties and visual 
effects of smoke-stack plumes, 10431 
Fluid flow, see Flow—Magnus effect. 
Fluid fuels, see Liquid fuels. 
Flux (neutron), see Neutrons. 
FMC, see Federal Maritime Commission. 
Fog. fog drop measurements at Barrow, 
laska, 10999 
Food : 
improving marketing systems in develop- 
ng countries, approach to identifyin 
problems and strengthening technica 
assistance, 11065 
nutrition and human needs, national sur- 
vey, hearings, 10921 
universal food service program for chil- 
dren, establish, hearing, 10802 
wheat and wheat food research, educa- 
tion, and promotion, hearing, 10781 
Food and Drug Administration : 
appropriations, 1973, hearings, 10784 
FDA interim index to evaluations pub- 
lished in Federal Register for 
NRC reviewed drugs, 11061 
response to Appropriations Committee’s 
survey and investigations staff report 
upon programs of Food and Drug Ad- 
ministration, hearings, 10784 
Food for fish, food habits of striped marlin 
and sailfish off Mexico and Southern Cali- 
fornia, 11418 
Food processing, interindustry analysis of 
grain production and processing, implica- 
tions of expanding markets, 1 9 
For the disabled, help through rehabilita- 
tion, 11897 
Forage plants: 
browse resources of Ouachita National 
Forest in Arkansas, 11081 
growth patterns of deer-browse plants in 
southern forests, 11098 
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Force and energy : 
boundary layer stability on yawed spin- 
ning =x | of revolution and its effect on 
magnus force and movement, 11271 
design study of shaft face seal with self- 
acting lift augmentation, 4-force bal- 
ance, 1 
Ford, W. D., investigation of techniques for 
butt splicing rebars, 11003 
Forecasts, developing techniques for auto- 
pated forecasting of clear air turbulence, 
1146 
Foreign affairs, see International relations. 
Foreign Affairs Committee, House: 
committee prints, 10804, 10806 
hearing, 10805 
report, 10759 
Foreign Agricultural Service, miscellaneous, 
FAS-M series, 11063—64 
Foreign : 
economic assistance, agreement with Por- 
tugal, 11456 
foreign assistance appropriations, 1972, 
law, 1 1 
international subsidies as loans to pur- 
chase American products, economics of 
Federal subsidy programs, 106 
Foreign assistance, see Foreign aid. 
Foreign Claims Settlement Commission : 
noes, ee 


report, 10761 
Foreign countries : 
background notes, 11422-434 
commercial bank lending abroad and U.S. 
balance of payments (remarks), 11054 
ee eet ar offices in United States, 


foreign economic trends and their implica- 
tions for United States, ET series, 
11165-1776 
foreign game leaflet, 11417 
non-Communist countries, gross national 
product estimates, summary, 11181 
passenger travel to and from U.S., 11157 
taking of evidence abroad in civil or com- 
mercial matters, convention, 1 
Foreign Economic Development 
FDDS staff papers, 11065 
Foreign investments, see Investments. 
Foreign oceanborne trade of U.S., con- 
tainerized cargo on selected trade routes, 
calendar year 1970 report, 11238 
Foreign policy, see International relations. 
Foreign relations, see International relations. 
Foreign Relations Committee, Senate: 
committee prints, 10904—906 
hearings, 1 3 
legislative history, 91st Congress, 10904 
Foreign service: 
departmental and foreign service series, 
11435-4326 
retirement and disability system, 11440 
Foreign Service Institute, its purposes and 
programs, 11439 
Foreign service retirement and disability 
system, 11440 
Foreign trade, see Commerce. 
Forest, Helen V., planning for nursing 
needs and resources, 11139 
Forest and windbarrier planting and seed- 
ing in United States, 11069 
Forest conservation, see Forests and forestry. 
Forest fires : 
cooperative forest fire control expenditures 
by. source of funds, preliminary data, 


Service, 


1 
fire season climatic zones of mainland 
Alaska, 8 
out of ashes of tragic fire, new children’s 
forest is born, 10414 
protection of State and privately owned 
land within national forest areas, 11104 
Forest pest leaflet, 11070 


Page 91 





INDEX 


Forest planting: 
accelerated funding of reforestation pro- 
grams on national forest lands, hear- 
ings, 10782 
accelerated reforestation of national for- 
ests, report, 10755 
early yields of slash pine planted on cut- 
over site at various spacings, 11093 
forest and windbarrier planting and seed- 
ing in United States, 11069 
out of ashes of tragic ‘fire, new children’s 
forest is born, 10414 
yields of 17-year-old loblolly pine planted 
on cutover site at various spacings, 
11094 
Torest products, directory of forest products 
industries in 125 Tennessee Valley coun- 
ties, 1971 listings, 11470 
Forest Service: 
research notes, 11073-81 
research papers, 11082-98 
resources bulletins, 11100—103 
Forest statistics for north Alabama counties, 
11103 
Forest statistics Alabama 
counties, 11102 
Forest statistics 
11101 


for southwest 


for Tennessee counties, 
Forest thinning: 
partial cutting of western hemlock and 
Sitka spruce in southeast Alaska, 11086 
precommercial thinning of direct-seeded 
loblolly pine, 11080 
Forestry, see Forests and forestry. 
Forests and forestry : 
forest statistics for— 
north Alabama counties, 11103 
southwest Alabama counties, 11102 
Tennessee counties, 11101 
forests and floods in eastern U.S., 11082 
growth patterns of deer-browse plants in 
southern forests, 11098 
oak symposium proceedings, 11071 
out of ashes of tragic fire, new children’s 
forest is born, 10414 
physical characteristics and utilization of 
ae woodland tree species in Arizona, 


primary productivity of young Tsuga 
heterophylla stand and some specula- 
tions about biomass of forest communi- 
ties on Oregon Coast, 11085 

research notes, 11073-81 

research papers, 11082—98 

research progress 1971, Pacific Southwest 
Forest and Range Experiment Station, 
11099 

resources bulletins, 11100—103 

streamflow nitrogen loss following forest 
erosion control fertilization, 11073 

structure and changes in southern forest 
economy, 11095 

taiga-tundra research, 11105 

timber resource statistics for midsouth 
counties, 11100 

see also Forest planting—Forest thin- 
ning—Site indexes. 
Forgings, see Steel. 
Fort Smith, Ark., census of housing, 
1970, metropolitan housing characteristics, 
10502 
FORTRAN, 
gramming. 
Toundations (charitable and educational) : 
fifteen largest United States foundations, 
financial structure and impact of Tax 
reform act, 10798 

transitional rule for sales of property by 
private foundations, modify for tax pur- 
poses, report, 10751 

Fowler, Laurie G., tests of variations of 
abernathy salmon diet, 11421 

FPC, see Federal Power Commission. 

Fracture of metals, analysis of fatigue crack 
propagation, 11 


see Computer programs/pro- 
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France, economic trends and their implica- 
tions for United States, 11174 

Francolins, see Partridges. 

Freeport, N.Y., model programs, compensa- 
tory education, mother-child home pro- 
gram, Freeport, N.Y., 10979 

Freight cars, freight car supply and car 
rental policies, 10404 

Frequencies : 
frequency and time, precision measure- 

ment and calibration, papers, 11325 
frequency response of vaporization process 
to distorted acoustic disturbances, 11300 

Frequency band, Apollo experience report, 
very high frequency ranging system, 11305 

I'requency Division, technical design stand- 
ards for Frequency Division multiplexers, 
military standard, 10952 

Frequency modulation, see 
modulation. 

Fresh fruit, see Fruit. 

Fresno, Calif., census of housing, 1970, metro- 
politan housing charactristics, 10503 

Friar, Willie K., Panama Canal review 
riodical), 10455 

Fruit: 
chemical contents of southern 

fruits and seeds, 11077 
fresh, prices, Chicago and New York City, 
1 § 

Iruits, see Fruit. 

Fuel, consol synthetic fuel process from high 
sulfur coal, engineering evaluation and 
review, 10661 

Fuel oils by sulfur content, 11246 

Iuel tanks, see Tanks (containers). 

Iuentes, John F., and wife, relief, 10708 

Fuhriman, Dean K., ground water pollution 
in Arizona, California, Nevada, and Utah, 
11023 

Fujimori, 


Radio frequency 


(pe- 


hardwood 


Takao, primary productivity of 


young Tsuga heterophyila stand and some 
speculations about biomass of forest com- 
munities on Oregon Coast, 11085 
Full committee consideration of H.R. 14537, 
794 


1079 
Functions (mathematical), see Mathematics. 
Funds, see names of departments, etc., for 
which funds are used—also subjects for 
which funds are used. 
Fungicides, Federal insecticide, fungicide, 
and rodenticide act, amend, report, 10871 
Furnaces, industrial furnaces, industrial 
plant equipment handbook, 10944 
Fuses (safety devices) : 
fuses, fuseholders, 
ware, selection 
standard, 10958 
I'usiform rust, in loblolly and slash pines 
after cultivation and fertilization, 11092 
Future use and financing of RFK Stadium, 
10889 


associated hard- 
use of, military 


and 
and 


G 


11423 


Gabon, Republic, background notes, 
and 


Galler, Sidney R., animal orientation 
navigation, 11274 

Galveston, Tex., census of population 
housing, 1970, census tracts, 10576 

Game and game birds: 
effect of cattle and big game grazing on 

ponderosa pine plantation, 076 
foreign game leaflets, 11417 
see also Wildlife. 

Garber, M. S., hydraulic test and quality of 
water data from hole U-3em PS no. 2, 
Bilby site, Nevada test site, 11124 

Garfield County, Utah, Canaan Peak, Pine 
Hollow, and Wasatch Formations in 
Table Cliff region, 11120 

Garfinkle, Marvin, electrochemical model for 
hot-salt stress-corrosion of titanium al- 
loys, 11295 

Garthright House, historic structures re- 
port, architectural data, 11358 


and 
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Gary, Ind., census of eg and hous- 


ing, 1970, census tracts, 1057 
as: 


interstate compact to conserve oil and 
gas, extension and renewal consent of 
Congress, report, 10772 
reports and studies of Office of Oil and 
Gas and Oil and Gas Advisory Commit- 
tees, 11384 
Gas turbines, see Turbines. 
Gases, industrial, current industrial reports, 
Gateway National Seashore, establish, hear- 
ings, 10808 
Gear cutting and finishing machines, indus- 
trial plant equipment handbook, 10946 
Gears: 
oo of fatigue life model for gears, 


investigation of gearbox design modifica- 
tions for reducing helicopter gearbox 
noise, 10444 

Geese, raising geese, 10401 

Gelhar, L. W., density inducing mixing in 
confined aquifers, 11022 

General Accounting Office, reports to Con- 
gress, by Comptroller General of United 
States, 11107—119 

General social and economic characteristics, 
10565—566 

Generators, see Electric generators. 

Genic polymorphism of blood proteins from 
white marlin, 11418 

Geochemistry, analytical methods in geo- 
chemical investigations of Pierre shale 
title page and contents, 11127 

Geodesy, constructing space geodetic network 
by line-angle method, USSR study, 11191 

Geodetics, see Geodesy. 

Geological Survey 
bulletins, 11120- 123 
grants for scientific mer 11134 
professional papers, 11126—-13 
research, 11131 
water supply papers, 11136—137 

Geology 
contributions to general geology (series), 


contributions to geology of Antarctica 
(series), 11128 
Geological Survey research, 11131 
geology and mineral resources of parts of 
inas Gerais, Brazil, 11126 
geology and ore deposits of Alegria dis- 
trict, Minas Gerais, Brazil, 126 
geology, hydrology and waste manage- 
ment at National Reactor Testing Sta- 
tion (series), 11130 
Geology and ore deposits of Alegria district, 
Minas Gerais, Brazil, 26 
Geophysics, resistivity sections, upper 
Arkansas River basin, Colo., 11132 
Germany, Federal Republic, procedure for 
recording 2 words into a ternary coded 
word, 11199 
Gerontology, research and training in geron- 
tology, working paper, 10876 
Ghana, attempted Communist subversion of 
Africa ——_ Nkrumah’s Ghana, Com- 
munist glo subversion and American 
security, 10912 
Gibbon, Donald B., 3d conference on teaching 
of preventive dentistry and community 
health, proceedings, 11140 
Gift tax, see Inheritance and transfer tax. 
Gilliland, Whitney, nomination, hearing, 
10884 
Gins, see Cotton gins and ginning. 
Minzberg, Eli, private and public manpower 
policies to stimulate productivity, 11389 
Glade, Edward H., iT. interindustry analysis 
of grain roduct on and processing, impli- 
cations 0 euganding markets, 104 
Glass, standard reference materials prepara- 
tion and calibration of standards of spec- 
tral specular reflectance, 11323 
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Glassman, Arthur J., 
plication, 11275 
Goddard Space Flight Center, significant ac- 
complishments in technology, 11276 

Gold, standard reference materials prepara- 
tion and calibration of standards of 
spectral, specular reflectance, 11323 

Goldstein, Arthur W., effect of casing 
boundary-layer removal on noise of turbo- 
fan rotor, 11291 

Goldstein, Harold T., U.S. commodity ex- 
| pi and imports as related to output, 

64 


Gonover, William S. II, seating of repre- 
sentative from 27th congressional district, 
of Pennsylvania, hearings, 10807 

Goodsell, Wylie D., costs and returns, migra- 
tory sheep ranches, Utah-Nevada, 10972 

Gorman, Anna M., 5th annual National voca- 
tional and technical education seminar 

assessment of graduate pro- 


turbine design and ap- 


proceedings, 
grams, 10976 
Government : 

city model, director’s guide, 11320 

Federal, small-area statistics strengthen- 
ing their role in Federal Government and 
use in criminal justice programs, con- 
ference, 10599 

government services in rural America, 
nual report, 10694 

guide to recurrent and special 
mental statistics, 10640 

improving productivity 
measurement in local 
11388 

planning techniques for local programs of 
vocational education, 10983 

role of Government in employment of engi- 
neers (address), 11214 

State and local, Federal grants, 11408 

oe local government special studies, 


an- 
govern- 


and productivity 
governments, 


survey of application of Government’s 
trri4 on self-insurance, GAO report, 
Government contracts, code of Federal regu- 
lations, 11049 
Government employees, see Government of- 
ficials and employees. 

Government indemnity, see Indemnity. 
Government offices, independent agencies, ap- 
propriations, 1973, hearings, 10791 

see also Government supplies. 
Government officials and employees : 
assessment/placement profile (APP) sys- 
tem, HUD handbook, 11144 
directory of public employment relations 
boards and agencies, guide to adminis- 
trative machinery for conduct of public 
employee-management relations within 
States, 11213 
elimination of surety bonds for Federal 
personnel, report, 10865 
health insurance, improve benefits, hear- 
ings, 22 
increased Government contribution under 
Federal empolyees health benefits pro- 
gram, report, 10723 
opportunities for improving administra- 
tion of Government-wide Indemnity 
Benefit Plan of health insurance for 
Federal employees and annuitants, GAO 
report, 11116 
public sector labor relations information 
exchange publications, 11213 
Government Operations Committee, House: 
investigations and studies, expenses, re- 
port, 10741 
report, 10732 
Government Operations Committee, Senate, 
committee print, 10907 
Government Printing Office, financial state- 
ments, 1971, GAO examination, 11111 
Government publications, see names of de- 
partments, etc., issuing publications, 
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Government reorganization plans, Environ- 
mental Protection Agency, current laws, 
statutes and executive orders under plan 
of 1970, binders, 11013 

Government supplies : 
Federal manual for 

format, content, 
Federal supply 
change, 10941 

Federal standards, 11060 

Federal supply catalog, consolidated 
master cross reference list, 10950 

Governor's Council on Physical 
need, organization, functions, 
ideas that work, 11387 

Graders, change in pay 
graders, hearings, 10820 

Grading of commercial products, 
of products. 

Graduate schools, 
sities 

@eaduate students, 
sities. 

Grain, interindustry analysis of grain pro- 
duction and processing, implications of ex- 
panding markets, 10409 

Grants-in-aid : 
er domestic assistane e, 

112: 

Federal. funds for research, development, 
and other scientific activities, 11363 

see also subjects for which grants have 
been made. 

Graphic presentation, 10947 

Grasshoppers, picture story, 10415 

Gratkowski, H., midsummer foilage sprays 
on salmonberry and thimbleberry, 11075 

Gray, Bobby H., fiber reinforced concrete, 
general discussion of field problems and 
applications, 11002 

Grazing, effect of cattle and big game graz- 
ing on ponderosa pine planatation, 11076 

Great Britain: 

Bahamas Long Range Proving Ground, 
transfer of certain areas to U.S. Navy, 
agreement, 11449 

feasibility of exporting watermelons to 
England from U.S., 10390 

foreign relations of U.S.— 
departmental edition, 11437 
document edition, 10690 

making services, for elderly work, some 
lessons from British experience, 10875 

productivity bargaining, British and 
American experience, 11390 

Great Lakes: 
elevation corrections to ship’s barometer 

readings to obtain sea level pressures, 


11372 
pilot, survey, 11353 
water quality, agreement, with annexes 
and texts and terms of reference, be- 
tween United States and Canada, 11459 
Great Lakes water quality, agreement with 
annexes and texts and terms of reference, 
between United States and Canada, 11459 
Great Plains, key to shelterbelt insects in 
northern Great Plains, 11091 
Greenland, analysis of major cationic con- 
stituents of 1964-69 snow accumulations 
at Dye sites 2 and 3, Greenland, 11001 
Greensboro, N.C., census of population and 
housing, 1970, census tracts, 105 
Greffet, Charles V., relief, 10851—A 
Grinders, ultrafine grinding of several indus- 
trial minerals by attrition-grinding pro- 
cess, 11249 
Grinding machines, see Grinders. 
Groeneweg, John F., measured noise of model 
fan-under-wing and fan-on-flap jet flap 
configurations, 1129 
Groins (hydraulic engineering), see Jetties. 
Gross national product, current market 
prices, non-Communist countries, calen- 
dar year 1970, summary, 11181 


supply cataloging, 
and preparation of 
catalog publications, 


Fitness, 
finance, 


status of tobacco 
see names 
see Colleges and univer- 


see Colleges and univer- 


1972 catalog, 
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census of housing, 1970, 
housing characteristics, 


Groton, Conn., 
metropolitan 
10523 

Ground instructors, Federal aviation regula- 
tions, 11028 

Ground water, see Water. 

Group behavior, research and human serv- 
ices, guide to collaboration for program 
development, 11349 

Growth patterns of deer-browse plants in 
southern forests, 11098 

Guam: 
county business patterns, 1971, 10626 
income limits for rent supplement housing, 


Guaranties and sureties, Federal guarantee 
of bonds for National Capital region sub- 
way system, hearings, 10888 

Guards (persons) : 
private police industry in U.S., 

and extent, 11211 

Gulf, see name of gulf, 
located. 

Gulf Coast, sewer bedding and infiltration, 
Gulf Coast area, 11017 

Gurney, Margaret, sampling applications of 
1970 census publications, maps, and pub- 
lic use, summary files, 10641 

Gypsy moth, tree condition and mortality 
following defoliation by gypsy moth, 11084 

Gryocompass, improving accuracy of gyro- 
instrumental control systems, USSR study, 
11201 

Gyroscopes : 
improving accuracy of gyroinstrumental 

control systems, USSR study, 11201 
theory of generalized gyroinstrument, 
USSR study, 11189 


H 


its nature 


or place where 


Habitat, habitat characteristics of Silver 
Lake mule deer range, 11087 


Haley, William R., nomination, hearing, 


10884 

Hall, Richard, organization and practices of 
selected terminal wholesale flower markets 
in the West, 10407 


Halls, L. K., growth patterns of deer-browse 
plants in southern forests, 11098 
Hamilton, M. L.: 
preliminary design of auxiliary power unit 
for space shuttle, selected system— 
cycle preformance di ta, 11256 
supporting studies, 11255 
Hammond, Ind., census of population 
housing, 1970, census tracts, 10577 
Handbooks, see names of departments, etc., 
issuing handbooks—also subjects. 
Handcrafts, see Handicrafts. 
Handicrafts, ans American crafts- 
men, report, 113 
Handling net Sacssncg general design criteria 
for handling equipment associated with 
weapons and weapon systems, military 
standard, 10959 
Handling qualities, see Controllability. 
Hanks, Charles, promotion to grade of Rear 
Admiral, hearing, 10884 
Hardwoods : 
chemical contents of southern hardwood 
fruits and seeds, 11077 
SOLVE, computer program for determin- 
ing maximum value of hardwood saw- 
logs, 11083 
Harrisburg, Pa., 
metropolitan 
10504 


and 


census of housing, 1970, 
housing characteristics, 


Hartford, Conn. : 
census of population and housing, 1970, 
census tracts, 10579 
model programs, compensatory education, 
—< orizons 100, Hartford, Conn., 


sianetes Kingdom of Jordan, see Jordan. 
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Hatry, Harry P., improving productivity and 
productivity measurement in local govern- 
ments, 11388 

Hazard, John L., 
10884 

Hazardous occupations, see Occupations. 

Hazardous substances : 
act, amend— 

hearing, 10886 
report, 10864 
Hazleton, Pa., census of population and 
housing, 1970, census tracts, 10594 
Headstart child development act, 
Children. 
Health : 
community health, 3d conference on teach- 
ing, proceedings, 11140 

current estimates from health interview 
survey, 11335 

Federal coal mine health and safety act, 
amend, report, 10863 

health interview survey, current estimates, 
11335 

medicine and public health 
Republic of China, 11182 

neighborhood services, comprehensive pro- 
gram, guidelines, 10970 

occupational safety and health regulations 
—_- (series), 11381-—382 

Public 


nomination, hearing, 


see 


in People’s 


Health Service act amend, hear- 
9 


ings, 10814, 1091 
statistics— 
data from National health resources, 
113. 


data from National health survey, 
11334-336 
towards improved health and safety for 
America’s coal miners, 1970 annual re- 
port of Secretary of Interior, 11160 
see also Medical care. 
Health, Education, and Welfare Department, 
appropriations, 1973, hearings, 10786 
Health insurance: 
Federal employees— 
improve benefits, hearings, 10922 
increase Government contribution under 
health benefits program, report, 10723 
independent health insurance plans, 1970 
report, 11406 
opportunities for Supeevins administra- 
tion of Government-wide Indemnity 
Benefit Plan of health insurance for 
Federal employees and annuitants, GAO 
report, 11116 
Health Services and Mental Health Admin- 
istration, public advisory committees, 
roster of members, 11142 
Hearing, biblio-profile on human communi- 
eation and its disorders, capsule state-of- 
the-art report with bibliography, 11351 
Hearing defects, see Deaf. 
Heart: 
low use of open heart surgery centers at 
Veterans Administration hospitals, GAO 
report, 11113 
National heart, blood vessel, 
blood act of 1972, hearing, 10 
Heat exchange, see Heat transfer. 
Heat transfer : 
calculation of laminar heat transfer to 
windward surfaces of straight wing 
shuttle vehicles at high angle of attack 
and with yaw, 11284, 
laminar multicomponent boundary layer 
with high rates of injection, USSR 
study, 11204 
on shape of bodies being destroyed by 
intensive heating during motion in 
atmosphere, USSR study, 11203 
preparation and calibration of standards 
of spectral specular reflectance, Na- 
tional Bureau of Standards, standard 
reference materials, 11323 
Heat treatment, industrial heat treating 
couigment, industrial plant equipment 
handbook, 10944 


lung, and 
919. 
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Heating, on shape of bodies being destroyed 
by intensive heating eit * motion in 
atmosphere, USSR study, 11203 

Hedlund, Arnold : 
forest statistics for— 

north Alabama counties, 11103 
southwest Alabama counties, 11102 
Tennessee counties, 11101 

Heidmann, Marcus F., frequency response 
of vaporization process to distorted acous- 
tic disturbances, 11300 

Helicopters : 
derivation of fatigue life model for gears, 

10445 


development reliability test requirements 
study, 10435, 10443 
evaluation of advanced instrumentation 
system for helicopter rotors, 10442 
experimental investigation of high-speed 
rotorcraft drag, 10437 
investigation of gearbox design modifica- 
tions for reducing helicopter gearbox 
noise, 10444 
investigation of quantitative applicability 
of model helicopter rotor wake patterns 
obtained from water tunnel, 10440 
method for analyzing dynamic stall of 
helicopter rotor blades, 11258 
Hemagglutination, manual of tissue typing 
techniques, 11346 
Hemlock : 
partial cutting of western hemlock and 
Sitka spruce in southeast Alaska, 11086 
primary productivity of young Tsuga 
heterophylla stand and some specula- 
tions about biomass of forest commur .- 
ties on Oregon Coast, 11085 
Hemodialysis manual, 11395 
Herbert, Edward L., confectionery manu- 
facturers’ sales and distribution, 10961 
Herrera, Gloria Vasquez, relief, 10699 
High frequency, see Radio frequencies. 
High Point, N.C., census of population and 
housing, 1970, census tracts, 10578 
High speed ground transportation act, see 
Transportation. 
—— ground transportation extension, 
(r4 
Higher education, see Colleges and Universi- 
ties. 
Higher horizons 100, Hartford, Conn., 10978 
Highway engineering, see Roads and high- 
ways. 
Hijacking, see Air piracy. 
Hinges, hinges interior wood door units, 
voluntary product standard, 11331 
wer} structures report (series), 11358, 
1136 


Hodgson, J. D., address, May 3, 1972, 11214 
Hoffman, Sherwood, normal impingement 
loads due to small air jets issuing from 
base plate and reflecting off platform for 
various jet Mach numbers, separation 
distances, and ambient pressures, 11301 
Hollick, Ann L., Vietnam commitments, 1961, 
staff study, 10906 
Home economics, homemakers’ opinions about 
fibers in selected household items, na- 
tionwide survey, 10405 
Homemakers, see Home economics. 
Homes: 
FHA, regulations, amendments, mortgage 
insurance, 
mother-child home 
-Y., model programs, 
education, 10979 
reading and home environment, principal’s 
responsibility, 10985 
urban planning, architectural design, and 
noise in home, public hearings on noise 
abatement and control, 11015 
Honduras, treaty with Honduras on Swan 
Islands, consent to ratification, 10837 
Honey bees, see Bees. 
Honeycomb _ structures, Laminated 
materials. 


program, Freeport, 
compensatory 


see 


Page 95 





INDEX 


Hong Kong: 
establishing business, 10669 
trade in cotton textiles, agreement, 11445 
Hooks, Benjamin L., nomination, hearing, 
0 


10884 

Hoose, Clinton M., relief, 10847 

Hoover, J. Edgar, Federal Bureau of In- 
vestigation building, Washington, D.C., 
name for, report, 10869 

Hopi Reservation, partition of Navajo and 
Hopi 1882 reservation, hearings, 10811 

Hospitals, see Veterans hospitals. 

Hot Creek Vally, Nevada, hydraulic testing 
in and chemical analyses of water samples 
from deep exploratory holes, summary, 

Hours of labor: 
time lost from work among currently em- 

ployed population, 11334 
union wages and hours, local-transit op- 
erating employees, 11227 

House Administration Committee, House: 
hearings, 10807 
reports, 10736—742, 10754, 10767, 10770- 

7th 


House of Representatives : 
documents, 10690—695 
reports 
private bills, 10696—721 
public bills, 10722—779 
restaurant and related facilities in Long- 
worth House Office Building, funds for 
improvements report, 10736 
House reports: 
private bills, 10696—721 
public bills, 10722—779 
Household goods: 
homemakers’ opinions 
selected household 
survey, 10405 
household ownership and availability of 
cars, homes, and selected household dur- 
ables and annual expenditures on cars 
and other durables, 10638 
recent purchases of cars, houses, and other 
durables and expectations to buy dur- 
ing months ahead, survey data, 10639 
Households, household relationship for 
regions, divisions, and States, 10567 
Houses : 
household ownership and availability of 
ears, homes and selected household 
durables and annual expenditures on 
cars and other durables, 10638 
recent purchases of cars, houses, and 
other durables and expectations to buy 
during months ahead, survey data, 
110639 
Housewares, see Household goods. 
Housing : 
census, 1970— 
census tracts, 10569-596 
—" housing characteristics, 10468— 


fibers in 
nationwide 


about 
items, 


employment profiles of peveeted low- 
income areas, 10597—598 
metropolitan housing, 10477-560 
supplementary reports, 10561—562 
— of occupied housing units 
plumbing facilities and tenure, suppie- 
mentary report, 10 
rooms and tenure, for United States, 
supplementary report, 10562 
fair housing laws (remarks), 11156 
family properties, disposition handbook, 
transmittal, 11147-148 
housing and urbanism in Marxist Chile, 
portent and prognosis, 11155 
income limits for rent supplement hous- 
ing, 11153 
ineouse limits for sec. 221(d)(3) below- 
market interest rate housing and ex- 
ception limits for sec. 235-236 hous- 
ing, 11152 
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Housing—Continued 
low-rent— 
accounting handbook, 11150 
financial management handbook, supp., 
11149 
housing financial management guide, 
operating budgets, 11143 
regular income limits for sec. 235-236 
housing, 11151 
Housing and Urban Development Depart- 
ment: 
allotments of salary to savings accounts 
and disposition of net pay checks, 11146 
appropriations, 1973, hearings, 10788 
assessment/placement profile (APP) 
tem, 11144 
field office processing of applicants, 11145 
HUD guide series, 11143 
HUD handbooks, 11144-153 
international briefs, 11155 
HSMHA, see Health Services and 
Health Administration. 
HUD, see Housing and Urban Development 
Department. 
Hufford, Gary L., oceanographic survey of 
Gulf of Anadyr, 10663 
Human engineering, reports from psycholoxs- 
ical congresses, USSR, 11194 
research and human sery- 
for program 


Sys- 


Mental 


Human services, 
ices, guide to collaboration 
development, 11349 

Humidity, relative humidity 
table, 11373 

Hunger, nutrition and bomen 
tional survey, hearings, 1092 

Hunt, Patrick G., microbiology aa terrestrial 
crude oil degradation, 11000 

Huntington, W. Va., census of housing, 1970, 
metropolitan housing characteristics, 


10505 
census of housing, 1970, 


Huntsville, Ala., 
metropolita n housing characteristics, 
E., 


and dew point 


needs, na- 


10506 
Hurd, Gordon 
10989 
Husbands and wives, tax treatment of single 
persons and married persons where both 
spouses are working, hearings, 10827 
Hutchins, Wells A., water rights laws in 19 
western States, 10410 
Hydraulics : 
hydraulic test and quality of water data 
from hole u-3cm PS no, 2, Bilby site, 
Nevada test site, 11124 
hydraulic testing in and chemical analyses 
of water sampies from deep exploratory 
holes in Little Fish Lake, Monitor, Hot 
Creek, and Little Smoky Valleys, 
Nev ada, summary, 1113 
model inv estigations supercritical flow in 
curved channels, 11007 
Hydrogen, computer program for calculation 
of thermal stratification and _ self-pres- 
surization in liquid hydrogen tank, 11261 


Hydrology : 
hy ezoteny Asia 


contributions to 
of hydrologic 


Oceania (series), 111 
electrical-analog A 
southeastern, 


system, Tucson Basin, 
Arizona, 11137 
Geological Survey research, 11131 
geology, hydrology and waste management 
at National Reactor Testing tation 
(series), 11130 
Hyle, Charles T., Apollo experience report, 
abort planning, 11303 
Hypersonic flow, see Flow. 


I 


preprimary enrollment, 


and 


IAEA, see International Atomic Energy 
Agency. 

ICC, see Interstate Commerce Commission. 

Ice: 

eastern Arctic ice, 1972 seasonal outlook, 
11375 
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Ice—Continued 
physics of freshwater ice, USSR study, 


11 
Idaho, county business patterns, 1971, 10604 
Iliff, Kenneth W., determination of stability 
derivatives from flight data using Newton- 
Raphson minimization techniques, 11282 
Illinois : 
census of population, 1970, general social 
and economic characterist cs, 10563 
county business patterns, 1 
Immigration and Naturalization Service : 
inspectors, include in retirement provision 
or hazardous occupations, report, 10743 
passenger travel between U.S. an foreign 
countries, reports, 11157 
Impingement, normal impingement loads due 
to small air jets issuing from base plate 
and reflecting off platform for various jet 
mach numbers, separation distances, and 
ambient pressures, 11301 
Implementation of clean air act amenameuts 
of 1970, pt. 2 (title), hearings, 10924 
Imports: 
general imports— 
commodity by world area, auuua: uaue 
report, 0 
world area by commodity groupings, an- 
nual trade report, 10644 
U.S. commodities as related to output, 
10642 
see also names or classes or uarticies 
imported. 
Improved multiple linear regression and data 
analysis computer program package, 11294 
Improving accuracy of gyroinstrumental 
control systems, USSR study, 11201 
Improving productivity and productivity 
measurement in local governments, 11388 
Income: 
income limits for rent supplement hous- 
ing, 11 
income limits for sec. 221(d)(3) below- 
market interest rate housing and excep- 
tion limits for sec. 235-236 housing, 
11152 
regular income mae for sec. 235-236 
ousing, 1115 
time lost from - among currently em- 
ployed population, income protection, 
11334 
Income tax: 
exclusion for military and civilian prison- 
ers of war, re 0722 


tax proposals wm Rag private pension 
plans, hearings, 10826 

tax treatment of single persons and mar- 
ried persons where both spouses are 


working, hearings, 10827 
Increased vernment contribution under 
Federal employees health benefits pro- 
gram, 10723 
Increasing authorization for appropriation 
for continuing work in Upper Colorado 
River basin by Secretary of Interior, 10733 
Increasing outstanding loan ceiling of Small 
Business Administration, 10768 
Indemnity , indemnification for 
killed by predatory animals, 
10780 
Independent offices, see Government offices. 
Inderfurth, Gail P., investigation of Census 
Bureau ‘interviewer characteristics, p> 
formance, and attitudes, summary, 10645 
Index-digests, index-digest supplement sys- 
tem, internal revenue bulletin, cumulative, 
11162 
Index to FAA Office of Aviation Medicine 
reports, 1961-71, 10452 
Indexes : 
alphabetical index of mineral products, 
1972 census of mineral industries, 10456 
FAA office of Aviation Medicine reports, 
1961-71, 10452 


livestock 
hearing, 
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Indexes—Continued 
FDA interim index to evaluations pub- 
lished in Federal register for NAS-NRC 
reviewed drugs, 11061 
medical and veterinary zoology, 10394 
Indiana : 
census of housing, 1970, detailed housing 
characteristics, 10472 
county business patterns, 10606 
Mia Indians ju ent funds, disposi- 
tion, report, 10748 
Indianapolis, Ind., census of poysieiee and 
housing, 1970, census tracts, 
Indians, roll of California Indians for dis- 
bursing judgment fund, increase money 
for compiling report, 10750 
see also names of reservations or tribes. 
Individualized instruction, 10988 
Indonesia : 
acquisitions list, 
jakarta 
agricultura 
11444 


Library of Congress, 


commodities, agreement, 
Industrial plants, see Plants (industrial). 
Industrial relations : 
directory of public employment relations 
boards and agencies, guide to admin- 
istrative machinery for conduct of pub- 
lie employee-management relations 
within States, 11213 
public sector labor relations information 
exchange publications, 11213 
Industrial security, see National security. 
Industries, see Industry. 
Industry : 
current industrial reports, 10627—636 
disaster plans, too little? too late? cor- 
rect this by attending industry/business 
emergency planning, 10934 
general industry, occupational safety and 
health regulations, 11382 
injury rates, 11216 
role of correctional industries, summary 
report, 11210 
South America’s tobacco industry, 11064 
U.S. direct investments abroad, 1966, in- 
vestment position, financial and operat- 
ing data preliminary report on foreign 
affiliates other than manufacturing and 
petroleum, and all industries summary, 
10963 
wage survey, 11226 
water and industry, 11135 
see also names of industries. 
Infiltration, see Water. 
Information and cybernetics, 11207 
Information bulletins, see names of depart- 
ments, etc., issui oo 
Information proce see Information 
storage and setriovel’ system. 
Information services, public sector labor re- 
—— information exchange publications, 


.-xX-Y storage and retrieval systems: 
wvfeoe use data, assessment of terminal de- 
— for acquisition and retrieval, 


National Military Command System infor- 
mation processing system, 360 formatted 
file system (NIPS 360 FFS), changes, 
10935—939 

sa Me agen file 


ual— 
file 1 strecturing (FS), change, 10935 
job preparations, change, 10939 
output processor, change, 10087 
retrieva - sort processors (RASP), 


system, user’s 


change, 10936 
termina! processing (TP), change, 10938 
Information theory, information and cyber- 
netics, USSR study, 11207 
Infrared rays, ultraviolet radiation effects 
on infrared damage rate of thermal con- 
trol coating, 11287 
Ing, John Y., nomination, hearing, 10923 
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Inheritance and transfer tax, actuarial 
values, factors at 6 percent involving one 
and two lives, 11161 

Injuries, rates, by industry, 11216 

Inoculation mycorrhizal inoculation influ- 
ences survival, growth, and chemical 
composition of Slash pine seedlings, 11097 

Insect pests, see Insects. 

Insecticides, Federal insecticide, fungicide, 
and rodenticide act, amend, report 10871 
see also Sprays and spraying. 

Insects, key to shelterbelt insects in north- 
ern Great Plains, 11091 

Inspectors, qualification of inspection per- 
sonnel, magnetic particle and penetrant, 
military standard, 10955 

Installations (military) : 
construction oibpropriations, 

ings, 10789 

Institute for Telecommunication Sciences, 

telecommunications research report, OT/ 
TRER series, 10672 

Instruction, see Teaching. 

Instructional television facilities, guide for 
scot administrators and board members, 
1 


1973, hear- 


Instructors, see Teachers. 

Instrument flying, effects of alcohol on pilot 
performance during instrument flight, 
10453 

Instrument makers, instrument making in- 
dustry, setting standards, USSR study, 
11187 


Instrumentation : 
CA C organization of multi-crate sys- 
tem, 10449 
evaluation of advanced instrumentation 
system for helicopter rotors, 10442 
Instruments : 
Interkosmos-4 space observations and in- 
struments, USSR study, 11192 
selected instruments and related prod- 
ucts, 1970, current industrial reports, 
military standards, 10955 
see also names and types of instruments. 
Insurance, survey of application of Gov- 
ernment’s policy on self-insurance, GAO 
report, 11119 
see also Types of insurance. 
Interagency Crafts Committee, encouraging 
American craftsmen, report, 11342 
Inter-American Development Bank, appro- 
priations, 1972, law, 10681 
Inter-American foundation : 
appropriations, 1972, law, 10681 
1st year of operation, hearing. 10805 
sag ee relations tate-local re- 
lations in comprehensive manpower re- 
form, hearings, 10917 
Interindustry analysis o Bn a production 
and processing, imeplicat ons of expand- 
ing markets, 1 
Interior and Insular Affairs Committee, 
House: 
hearings, 10808—811 
reports, 10711, 10728, 10733, 10748—750, 
10763, 10774 
Interior and Insular Affairs Committee, 
Senate: 
hearings, 10908—911 
reports, 10852-855, 10860, 10862, 10867 
Interior Department: 
saline water research and development 
progress report, 159 
towards improved health and safety for 
America’s coal miners, 1970 annual 
report of Secretary of Interior, 11160 
Interkosmos-4 space observations and in- 
struments, 11192 
Internal revenue : 
code of Federal regulations, 11044 
code of 1954, amend, report, 10722 
internal revenue bullet 
cumulative, index-digest 
system, 11162 
semiannual cumulative, 11168 


supplement 
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Internal Security Committee, House, re- 
rt, 10778 
International agreements, treaties and other 
international agreements 1776-1949, 
compilation, Iraq-Muscat, 60 
see also subjects, names of countries, etc. 
International Atomic Energy Agency : 
application of safeguards to cooperation, 
agreement with Switzerland, 11451 
atomic enerey, », Spraication of safeguards 
by IABA S.-Sweden cooperation 
agreement, 11453 
International Bank for Reconstruction and 
—_—- appropriations, 1972, law, 
06 


International cooperation, peaceful eco- 
nomic coexistence necessary between na- 
tions (remarks), 11035 

see also Economic policy. 

International Development Agency, procure- 
ment, regulations, 11180 

International Eeonomic Policy Council, see 
Council on International Economic Policy. 

International finance, international sub- 
sidies as loans to purchase American 
products, economics of Federal subsidy 
programs, 10684 

see also Investments. 
International investments, see Investments. 
International uegotiation, impact of chang- 


power balance, select comment, 10907 
International plant protection convention, 
1 


International Radio Broadcasting Commis- 
sion, appropriations, 1973, report, 10761 
International relations : 
China and United States, today and yes- 
terday, hearing, 10903 
foreign relations of U.S.— 
British Commonwealth, Burope— 
departmental edition, 11437 
doc 0 edition, 10690 
Far Eas 
1 non edition, 11438 
document edition, 1 
Service Institute, 
programs, 
Inseractianal economic policy act, hear- 
ing, 799 
legistative history of Committee on For- 
eign Relations, Senate, 10904 
new realities and new directions in U.S. 
foreign economic policy committee 
print, 10806 
United States and Vietnam, 194447, staff 
study, 10905 
International trade, see Commerce. 
Interrogators, model 210K, acoustic release 
device and model 202MB, acoustic sound 
interrogator, 11355 
Interstate agreements, oil and gas compact, 
extension and renewal, consent of Con- 
gress, report, 10772 
Interstate and te og Commerce Commit- 
tee, House: ope gt 2-815 
investigations and studies, expenses, re- 
port, 10738 
reports, 10724, 10772—773 
Interstate Commerce Commission : 
appropriations, 1973— 
hearings, 10785 
reports, 10764-765 
Interstate compacts, see Interstate agree- 
ments. 
Interstate Oil Compact Commission, activi- 
ties, report, 
Interstate oil compact extension, 10772 
Interviewers, Census Bureau interviewer, 
characteristics, performance, and atti- 
tudes, investigation, summary, 10645 
Invest in U.S.A., 11177. 
investigates of quantitative applicability of 
model helicopter rotor wake patterns ob- 
tained from water tunnel, 1 
Investigation of techniques for butt splicing 
rebars, 11003 


its purposes 
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Investments: 
invest in U.S.A., 11177 
multinational corporations studies on U.S. 
foreign investment, 11178 
U.S. direct investments abroad, 1966 in- 
vestment position, financial ‘and oper- 
ating data pretinery report on foreign 
affiliates of U.S. reporters in U.S. in- 
dustries other than manufacturing and 
petroleum, 1 3 
Investors : 
invest in U.S. A., 11177 
investor’s guide to converting southern 
oak-pine types, 11096 
Investor’s guide to converting southern oak- 
pine types, 1109 
Ion exchangers, purification of condensate 
with separately functioning ion-exchanger 
filters at VK-50 atomic electric power 
plant USSR study, 11185 
Ion plating, see Plating. 
Ion thrustors, design and test of porous- 
tungsten mercury vaporizers, 11297 
Ions 
analy sis of major cationic constituents of 
1964-69 snow accumulations at Dye 
sites 2 and 3, Greenland, 11001 
ion-selective electrochemical sensors, 
report, 
Iowa: 
census of population, 1970, general social 
and economic characteristics, 10564 
county business patterns, 10607 
income limits for rent supplement hous- 
ing, 11153 
Iran, background notes, 11425 
Ireland : 
economic trends and their implications for 
United States, 11176 
trade, meat imports, agreement, 11457 
—_, ae commodities, agreement, 


ITS, see Institute for Telecommunication 
Sciences. 


3d 


J 


J. Edgar Hoover Building, designate Fed- 
eral Bureau of Investigation Building in 
Wash. D.C., report, 10869 

J. Edgar Hoover Building, report, 10869 

Jacks, Stanley M., productivity issues in 
domestic shoe industry, 11391 

Jackson, Samuel C., remarks, May 1, 1972, 
11156 


census of housing, 1970, 


Jackson, Mich., 
housing characteristics, 


metropolitan 
10507 

Jacksonville, Fla., census of housing, 1970, 
metropolitan housing characteristics, 
10508 

Jacobson, I. D., boundary layer stability on 
yawed spinning body of revolution and its 
effect on magnus force and movement, 
11271 

Japan, Japanese-American economic rela- 
tions (remarks), 11416 

Jasinowski, Jerry J., economics of Federal 
subsidy programs, 10684 

Jefferson Borough, Pa., floods, how to avoid 
damage, 11004 

Jet aircraft, see Aircraft. 

Jet transports, see Aircraft. 

Jets, experimental investigation of axisym- 
metric free jet with an initially uniform 
velocity profile, 11298 

Jetties, groins, annotated 
109 


Jicarilla Apache Tribe 
disposition, report, 


bibliography, 


Jicarilla Indians, 
judgment funds, 
10854 


Job analysis, impact of job development on 
poverty in four developing areas, 10971 

Job bank prograins, see National Computer- 
ized Job Bank Program. 

Job preparation, 10939 
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Jobs, see Employment—Occupations. 

Johnson, Florence C., changes in workmen’s 
compensation in 1971, 11228 

Johnson, Wayne, lifting-surface theory for 
calculating loading induced on wing by 


flap, 11299 
Johnstown, Pa., census of housing, 1970, 
metropolitan housing characteristics, 
10509 
Joint electronics type designation system, 
notice, 10954 
Joint Publications Research Service JPRS 
series, 11185-—209 
Jones, R. T., application of multivariable 
search techniques to structural design 
optimization, 11265 
Jones, Russell, Garthright House, historic 
structures report, architectural data, 
11358 
Jordan, background notes, 11424 
JPRS, see Joint Publications 
Service. 
Judgments, see special subjects. 
Judicial procedure, see Civil procedure. 
Judiciary, see Courts of United States. 
Judiciary Committee, House: 
hearings, 10816—-817 
reports, 10697, 10699—-710, 10712~-713, 
10715721, 10726. 10734—-735, 10762 
Judiciary Committee, Senate: 
committee print, 10912 
hearings, 10913—-915 
reports, 10696, 10841—-10851A 
Junior colleges, careers and 
colleges, 10992 
Jurisdiction, diversity jurisdiction multi- 
party litigation, choice of law in Federal 
courts hearings, 10913 
Justice Department : 
appropriations, 1973— 
hearings, 10877 
report, 10761 
Attorney General, nomination of Richard 
G. Kleindienst, report, 10834 
PR series, 11210-211 
Justus, Hope, findings in National assess- 
ment science survey, 10977 


K 


Research 


community 


Kaiser, Harold F., jr., structure and changes 
in southern forest economy, 11095 

Kakalik, James §S., private police industry, 
its nature and extent, 11211 

Kalamazoo, Mich., census of housing, 1970, 
metropolitan housing characteristics, 


Kansas: 
county business patterns, 1971, 10608 
optimum plot size for winter wheat, 11463 

Kansas City, Mo., census of housing, 1970, 
metropolitan housing 
10511 

Kentucky, regular income limits for see. 235— 
236 housing, 11151 

Kenya, background notes, 11429 

Kepler’s laws, see Orbits. 

Kerslake, William R., 
porous-tungsten mercury 
1 


1297 
Kessler, Donald J., guide to using meteoriod- 
environment models for experiment and 
spacecraft design applications, 11283 
Key to shelterbelt insects in northern Great 
Plains, 11091 
Kidneys, hemodialysis manual, 11395 
Kindergarten, preprimary enrollment, 10989 
Kirby, Margie D., index-catalogue of medi- 
eal and veterinary zoology, 10394 
Kieindienst, Richard G., nomination, report, 
4 


characteristics, 


design and test of 
vaporizers, 


Klock, G. O., streamflow nitrogen loss follow- 
ing forest erosion control fertilization, 
11073 
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Klystron, study and experimentation of RF 
pulse generating and amplify J techni- 
ques for improving radar emission char- 
acteristics, 11464 

a ed Agricultural Research Service, 


Tenn. : 

of housing, 1970, metropolitan 

housing characteristics, 10512 
census of population and housing, 1970, 

census tracts, 10581 

Kohout, John M., optimized solution of 
Kepler’s equation, 11288 

Kosmos, see Satellites 

Koza, Harold D., relief, 10720 

Kriesberg, Martin, improving marketing sys- 
tems in developing countries, approach to 
identifying problems and strengthening 
technical assistance, 11065 

Kuehn, John A., impact of job development 
on poverty in 4 developing areas, 10971 

Kumai, Motoi, fog drop measurements at 
Barrow, Alaska, 99 

Kwak, Soo Yong, relief, 10844 


L 


1 3 
Knoxville, 
census 


bor 
brass wind musical instruments, produc- 
tion and maintenance workers of G. 
Conn, Ltd., Tariff Commission, report, 


11466 
code of Federal regulations, 11045 
encouraging American craftsmen, report, 


1134 
dob Sepovtpatios for skilled craftsmen, 


monthly labor review, reprint, 11228 

productivity bargaining, British 
American experience, 11390 

see also Hours of labor—Manpower— 
Wages. 

Labor and Public 


Senate : 
hearing, 10916—20 
report, 10866 
Labor Department : 
appropriations, 1973, hearings, 10786 
Assistant Secretary, nomination of Michael 
H. Moskow, hearing, 10920 
employment security operations, impact of 
computerized job bank in Baltimore, 
Md., GAO report, 11110 
Labor laws : $ 
labor law series, 10999 
State minimum’ wage laws, chartbook on 
basic provisions, 10996 
Labor relations, see Industrial relations. 
Labor standards, Fair labor standards ac 
exemptions related to agriculture, 11477 
Labor Statistics Bureau : 
BLS report series, 11216 
bulletins, 11217227 
Labor supply ny bya eae J = the 
South, emphis bor market, 11212 
Lafayette, Ind., census of hous 1970, 
=e housing characteristics, 


and 


Welfare Committee, 


Lake Sepeties pevtptyten in relation to water 
quality, 1 

Laminar boundary 
layer. 


layer, see Boundary 
Laminar ulticomponent boundary layer 
with high rates of injection, 11204 
Laminated materials, paper honeycomb 
sandwich panels as lightweight structural 
components, 11319 
Lamonica, J. A., effect of pulsation damping 
on respirable "dust collected by coal mine 
dust personal samplers, 11248 
Lg 


Lancaster, , 
metropol. ics, 
10514 


census of housing, 


Pa., 
housing ch 
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nd : 
land acquisition for national park system 
authorize, appropesations for add tional 
costs, hearing, 109 
State and - bane” owned, protection 
within national forest areas, 11104 
Land Management Bureau, working capital 
fund for special supplies and equipment, 
establish, report, 10852 
Landgrebe, Anton J., investigation of quan- 
titative applicability of model helicopter 
rotor wake —_— obtained from water 
tunnel, 10440 
Landing (spa acecraft), see Spacecraft. 
Lands, see Public lands. 
Larceny, cargo loss, theft, and hijacking in 
trucking industry, report, 1087 
see also Stealing. 
Larimer Co., Colo., outdoor recreation po- 
tentials, arimer, Morgan, and Weld 
Counties, Colo., appraisa A 11411 
Lariviere, Donald P.., relief, 10706 
Laser ms, perturbative treatment of 
thermal blooming in puised laser beams, 
11378 
Lasers : 
constructing space geodetic network by 
line-angle method, USSR study, 11191 

symmetrical laser Doppler velocity meter 
and its application to turbulence char- 
acterization, 11263 

Lattice theories, ‘CANOPY computer program 
for structural analysis of space frame pro- 
tective canopies, 11247 

Laubus, Thomas L., experimental yt 
tion of axisymmetric free jet with init 
uniform velocity profile, 11298 

Launching, parametric analysis of perform- 
ance and design characteristics for ad- 
vanced earth-to-orbit shuttles, 11292 

Laundry and laundries, advice to consumers 
on laundry detergents, 10883 


aw : 
choice of law in Federal courts, diversity 
urisdiction. multi-party litigation, 
earings, 10913 
current laws, statutes and _ executive 
orders, Environmental Protection 
Agency under reorganization plan, of 
1970, binders, 11013 
slip laws (public), 92d Congress, 10679— 


<a rights laws in 19 Western States, 


see also Criminal law. 
Law enforcement : 
— award, 


114 
selective traffic enforcement 
planning guide, 11345 

Law enforcement assistance award, 11401 

Laws, see Labor laws—Law. 

Lead poisoning, lead-based paint poisoning, 
eliminating causes, provide Federal as- 
sistance, hearings. 10918 

Leaflets, see names of departments, 
issuing leaflets—also subjects. 

Least squares, improved multiple linear re- 
gression and data analysis computer pro- 
gram analysis, 11294 

Leather, hides and skins, calf and a per 
leathers, former workers of Ohio 
Company, Girard, Ohio, Tariff Commission 
report, 11467 

Legislation, see subjects. 

Legislative bodies, minimum a,e for mem- 
bership in Legislature of Virgin Islands 
<. as determined by Legislature, report, 


general description, 


program, 


etc., 


Legislative history of Committee on Foreign 

elations, 4 

Lending operations, see Loans. 

Lessem, Allen S8., Studies of dynamics of 
tracked vehicles, 11011 
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Lewis, Frank, developing techniques for 
automated forecasting ot clear air turbu- 
lence, 

Liability (law): 
convention on international liability for 

damage caused by space objects, mes- 
sage from the President, 10832 
Libraries, adequacy and management of serv- 
ices furnished to scholars and researchers 
by presidential libraries, report, 10729 
Library of Congress: 
accessions, Indonesia, Malaysia, Singapore 
and Brunei National Program for Acqui- 
sitions and Cataloging, 11234 

annual report— 
departmental edition, 11235 
document edition, 10692 

Life support systems, university role in 
astronaut life a systems, space power 
supply systems, 11272 

Lift (aerodynamics) : 
lifting-surface theory for calculating load- 

ing induced on wing by Sen, 11299 
static performance of 13.97—-CM (5.5-inch) 
diameter model VTOL lift fan, 11270 

Light, quality sorting of red delicious apples 
by light transmission, 1040: 

Lights and lighting, Coast Guard list, Mis- 
sissippi River system, 662 

Limitation, limitation on actions arising 
from death or injury from defective, etc. 
improvements to real property, in D.C 
hearings, 10890 

Lincoln, Abraham, see Lincoln Boyhood Na- 
tional Memorial, Ind. 

Lincoln Boyhood "National Memorial, Ind., 
Lincoln Boyhood National Memorial, in- 
terpretive prospectus, 11359 

Linville, James G., experimental investiga- 
tion of high-speed rotorcraft drag, 10437 

Liquid fuels, movement of rigid body with 
eavities containing viscous fluid, 11309 

Liquid hydrogen, see Hydrogen. 

Little Fish Lake, Nev., hydraulic testing in 
and chemical analyses of water samples 
from deep exploratory holes, summary, 
11133 


Nev., hydraulic test- 
analyses of water 
exploratory holes, 


Little 
ing in 
samples 
summary, 11133 

Liu, H. W., analysis of fatigue crack propa- 
gation, 11264 

Livestock : 
indemnification for livestock killed by 

predatory animals, hearing, 10780 
livestock, the world and the future (re- 
marks), 10417 
Living conditions, see Cost and standard of 
living. 
Load (mechanics) : 
application of multivariable search tech- 
niques to structural design optimization, 
11265 

damping capacity of soil during dynamic 
loading, review of mathemat cal mate- 
rial models, 11010 

Loans: 

bank lending practices, 
changes, 11052 

commercial bank lending abroad and U.S. 
balance of payments (remarks), 11054 
A— 


Smoky 
and 
from 


Valley, 
chemical 
deep 


1971, survey of 


business development loans, who can 
borrow, how to apply, 10965 
grants and loans for public works and 
development facilities, 10967 
loans for resources conservation and de- 
velopment, 10412 
price support and other loan, purchase, 
and payment programs, legislative au- 
thorities, 10397 
Small Business Administration, out- 
standing loan ceiling, increase, report, 
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Loans—Continued 
on program, modify, 


student report, 
07 
print additional copies, report, 10767 
see also Lending operations. 

Loans for resource conservation and devel- 
opment, 10412 

Loblolly pine, see Pine. 

Local government, see Government. 

Local transit: 
operating employees, 

hours, 11227 
public assistance to mass transit bus com- 
panies in D.C., provide, report, 10758 

Lockheed Aircraft Corporation, audit of pay- 
ments from special fund for C—5A aircraft 
program during period ended Mar. 31, 
1972, GAO report, 11109 

Logs, SOLVE, computer program for deter- 
mining iia value of hardwood saw- 
logs, 110 

Lohrey, R. rE , precommercial 
direct seeded loblolly pine, 1108¢ 

Longshoremen : 
maritime manpower report, seafaring, long- 

shore and shipyard employment, 11239 
North Atlantic longshoremen, wage 
chronology, 11225 

Longshoring, see Longshoremen. 

Longworth House Office Building, House 
restaurant and related facilities, funds for 
improvements, report, 10736 

Lorain, Ohio: 
census of housing, 1970, metropolitan hous- 

ing characteristics, 10515 
census of population and housing, 1970, 
census tracts, 10582 

Louisiana, regular income limits for sec. 235— 
236 housing, rev. pages, 11151 

Louisville, Ky. 
census of housing, 1970, patente in hous- 

ing characteristics, 105 
census of population and , ee 1970, 
census tracts, 10583 

Loukatis, Vasilios, see Lucas, William. 

Low-rent housing, see Housing. 

Low-rent housing financial 
guide, operating budgets, 1114 

Low use of open heart surgery centers at 
Veterans Administration hospitals, GAO 
report, 11113 

Lowe, W. H., static performance of 13.97-CM 
Teed diameter model VTOL lift fan, 

al 

Lubricants, solid lubricants, survey, 11277 

Lucas, William, relief, 10845A 

Ludwig, Lawrence P., design study of shaft 
face seal with self-acting lift augmenta- 
tion, 4-Force balance, 11281 

Lukas, J. S., effects of aircraft noises on 
sleep of women, 11267 

Lull, Howard W. "forests and floods in East- 
ern U.S., 11082 

Lunar: 

NOTE :—For other 
Lunar, see Moon. 

Lunar modules, see Spacecraft modules. 

Lungs, National heart, blood vessels, lung, 
and blood act of 1972, hearing, 10919 

Lymphoid tissues, see Tissues. 


union wages and 


tuning of 


management 
3 


subjects beginning 


Macao, background notes, 11427 

McEvilla, Joseph D., drug use data, assess- 
ment of terminal devices used for acquisi- 
tion and retrieval, 11332 

Machine operators, principles of active op- 
erator and functional distribution between 
man and machine in automation, USSR 
study, 11186 

Machinery, see names or types of machinery. 
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Machines, see special kinds of machines, e.g. 
Gear cutting and finishing machines. 

McKersie, Robert, productivity bargaining, 
British and American experience, 11390 

McMahon, Nathalie G., PAC basic bibliog- 
raphy, 10430 

McPherson, Thomas M., Apollo experience 
report, processing of lunar samples 
sterile nitrogen atmosphere, 1130 

Magnetic particles, qualification of inspec- 

on personnel, magnetic particle and 


penetrant, military standard, 10955 
see Magnetohydrody- 


Magnetogasdynamics, 
namics. 

Magnetohydrodynamics, electric discharge 
shock tube as plasma source for magneto- 
+t -* laaammame experiments, USSR study, 

Magnus effect, boundary layer stability on 
yawed spinning body of revolution and its 
= on magnus force and movement, 


1271 
Mahmoud, Latife H., relief, 10716 
Maine, county business patterns, 10609 
Maintenance, power O. and M. bulletin, field 
review of maintenance, 11393 
Maisenhelder, Louis C., American woods, 
common persimmon, 11066 
Making it in nursing, 11141 
Making services for elder] 
sons from British experience, 10875 
Malaysia : 
accessions list, Library of Congress, 
Djakarta, 11234 
economic trends and their implications 
for United States, 11166 
Malinski, Joseph 7, pacuies techniques for 
an programs of vocational education, 


May 17, 


work, some les- 


83 
Malmgren, Harold B., 
1972, 11415 
Management ; 
adequacy and management of services fur- 
shed to scholars and researchers by 
presidential libraries, report, 10729 
research and statistics as management 
tool, workshop cope Bm 
Manchester, N.H., census of housing, 1970, 
poe housing characteristics, 


Mann, W. F., jr. : 
early yields of slash pine planted on cut- 
over site at various spacings, 11093 
yields of 17-year-old ef pine planted 
on cutover site at various spacings, 


remarks, 


11 
Mann, William, jr., housing and urbanism in 
ae Chile, portent and prognosis, 


Manpower: 
comprehensive manpower reform, 1972, 
hearing, 10917 
Manpower Covepment and training act, 
amend, report, 10752 
maritime manpower report, oqataring. 
—* and shipyard employment, 


private and public manpower # seas to 
stimulate productivi 113 

research monograph, 11 12 

some facts relating to manpower implica- 
tions of ecological issues, 11281 

vocational education planning, manpower, 
priorities, and dollars, 1 


Manuals, see sub: . 
+» remarks, June 8, 1972, 


— Peter 

Mao, <aotane, America’s Maoists, Revolu- 
tionary Union, Vanceremos Organization, 
description, etc., 10778 

Maps and charts, gompling applications of 
1970 census publications, maps, and pub- 
lic use summary files, 10641 

Marine fauna, ocean mammal protection, 


gs, 
— Mammal Commission, establish, 
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Marine mammals, see Marine fauna. 
Marine science, see Oceanography. 
Maritime Administration, . > 
1973, authorization, report, 10746 
Maritime industry, see erchant marine. 
Marketing, see Markets and marketing. 
Markets and marketing: 
acreage marketing guides, 10928 
improving marketing systems in develop- 
ng countries, 11065 
marketing research reports, 10403—409 
see also names or classes of commodities, 
etc., marketed. 
Marking, for domestic shipment, civil agen- 
cies, 11060 
Marland, 8. P., jr. : 
addresses— 
Apr. 3, 1972, 10990 
Apr. 13, 1972, 10975 
Marlin : 2 
food habits of striped marlin and sailfish 
off Mexico and southern California, 
11418 
genie polymorphism of blood proteins from 
white marlin, 18 
Married persons, see Husbands and wives. 
Maryland, county business patterns, 10610 
Mass (physics) : 
biomass estimates of black oak tree com- 
ponenis, 11471 
Mass transit, see Local transit. 
Massachusetts : 
census of housing, 1970, detailed housing 
characteristics, 10473 
income limits for rent supplement hous- 
ing, 11153 
Master cross reference list, 10950 
Material nonlinearity effects in optimization 
eonsiderations of stiffened cylinders and 
interpretation of test data scatter for 
compressive buckling, 10441 
Mathematical models : 
computer program for calculation of ther- 
mal stratification and self-pressuriza- 
tion in liquid hydrogen tank, 11261 
damping capacity of soil during dynamic 
loading, review of mathematical mate- 
rial models, 11010 
oe dynamics of tracked vehicles, 
1 


Mathematics, application of multivariable 
search gr to structural design op- 
timization, 11265 
see also Equations. 

Maxwell, Charles H., geology and ore de- 
osits of Alegria district, Minas Gerais, 
razil, 11126 

Mayer, John K., sewer bedding and infiltra- 
tion, Gulf Coast area, 11017 

Mayers, J., material nonlinearity effects in 
optimization considerations of stiffened 
cylinders and interpretation of test data 
scatter for saqepreanive bnekiing, 10441 

Mazumder, M. K., symmetrical Jaser Dop- 
pler velocity meter and its sopetn ‘0 
turbulence characterization, 11263 

Mean observed meteorological structure and 
circulation of stratosphere and meso- 
sphere, 11308 

Measurements, precision measurement and 
ealibration frequency and time, papers, 
11325 

see also subjects of measurement. 
tania trade agreement with Ireland, 

Mechanical (indus- 
trial). 

Mechanics ( ge! $ 
apprentices, mechanical trades, examina- 

tion announcement, 10655 

Medical assistance, independent health in- 
surance plans, 1970 report, 11406 

Medical care : 
alternatives to nursing home care, pro- 

posal, 108 
continuity of care through discharge plan- 
ning by physicians, nurses, etc., 10674 


designs, see Designs 
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Medical care—Continued 

nutrition and human needs, national sur- 
vey, bearings, 10921 

opticians employed in health services, 
United States, 11337 

selected bibliography on regional medical 
programs, 11396 

when you go to the doctor, 11242 

see also Medicare. 

Medical Department, Navy, manual, changes, 
11243244 

Medical equipment, see Medical instruments 
and apparatus. 

Medical instruments and apparatus, need 
for iegislation to authorize more econom- 
ical ways of providing durable medicai 
equipment under medicare, Social Security 
Administration, GAO report, 

Medical service, see Medical care. 

Medical zoology, see Zoology 

Medicare, need for legislation to authorize 
more economical ways of providing dur- 
able medical equipment under medicare, 
GAO report, 11114 

Medicine: 

Army clinical clerkship program, medicine- 
surgery, preventive medicine, etc., 10448 

aviation medical report AM series, 
10452-454 

index to FAA Office of Aviation Medicine 
reports, 1961-71, 10452 

medical standards and certification, Fed- 
eral aviation regulations, 11028 

medicine and public health in 
Republic of China, 11182 

selected bibliography, regional 
programs, 11396 

technical assistant, examination announce- 
ment, amendment, 10654 

Member banks, 
banks, 

Memorials, see National 
memorials. 

Memphis, Tenn. : 
Mississippi River and tributaries, in 

— district, stages and discharges, 


People’s 


medical 


see Federal reserve member 


monuments and 


11 
Negro employment in the South, 
labor market, 11212 
Mental health: 
National Clearinghouse for Mental Health 


Memphis 


Information, serving professional com- 
munity and concerned public, 11348 
research grants, National Institute of 
Mental Health, 1971 funds, 11347 
Mental health centers, see Mental institu- 
tions. 
Mental institutions, accessibility of com- 
munity mental health centers, 11350 
Mental retardation, Pacific forum on mental 
retardation, report of proceediigs, 11386 
Mental tests: 
evaluation of feasibility of confidence test- 
ing as diagnostic aid in technical train- 
ing, 10422 
use of confidence testing in objective tests, 
10421 


Merchandise, see Commercial products. 
Merchant marine: 
act, amend, report, 10744 
American shipper and U.S. flag merchant 
fleet, 1123 
contributions of maritime er to na- 
tional economy (address), 10665 
maritime manpower report, seafaring, 
longshore and shipyard employment, 
11239 
U.S. merchant marine, brief history, 11241 
Merchant Marine and Fisheries Committee, 
ouse : 
hearings, 10818—819 
report, 10760, 10769 
Mercury : 
design and test of 


pena mer- 
cury vaporizers, 11297 
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Mercury—Continued 
fate of trace mercury in combustion of 
coal, 11250 
Mesosphere, mean observed meteorological 
structure and circulation of stratosphere 
and mesosphere, 11380 
Metals: 
fencing, architectural and related metal 
products, change, 10948 
high purity, eddy current decay method for 
resistivity characterization of high 
purity metals, 11324 
Metalwork, analytical and experimental in- 


inforced with filamentary composites, 
11266 
Meteoroids, see Meteors. 
developing techniques for automated fore- 
casting of clear air turbulence, 11465 
mean observed meteorological structure 
mesosphere, 
training guide in surface SAWRS obser- 
vations, 11374 
models for experiment and spacecraft de- 
sign applications, guide, 11283 
Metropolitan housing characteristics, An- 
Metropolitan ‘housing characteristics, Bak- 
ersfield, Calif., 10483 
Metropolitan housing characteristics, 
Metropolitan housing characteristics, EBvans- 
ville, Ind., 10498 
Metropolitan Leg 8 characteristics, Jack- 
Metropolitan ad characteristics, Johns- 
Metropolitan housing characteristics, Kan- 
sas City, Mo., 10511 
Metropolitan housing characteristics, New 
Metropolitan housing characteristics, 
Oxnard-Ventura, Calif., 10530 — 
Metropolitan housing characteristics, Pine 
Metropolitan housing characteristics, Santa 
Barbara, Calif., 10541 
Metropolitan cate characteristics, Wash- 
Metropolitan housing characteristics, Water- 
bury, Conn., 10557 
Mexico, food “habits of striped marlin and 
11418 
Miami Indians, Miami Tribe of Oklahoma and 
Indiana, judgment funds, disposition and 
Mice, evaluation of R-55 and mestranol to 
protect Douglas fir seed from deer mice, 
11074 
Michigan : 
summary data, 10459 
county business patterns, 10611 
Microanalysis. see Electron probe micro- 
Microbiology, microbiol of terrestrial 
crude oil degradation, 11000 
Microelectronic circuits, see Circuits, 
quency modulated microwave radio relay 
systems, 10672 
Midsummer foilage sprays on salmonberry 
Military Academy, West Point, provide addi- 
ase pay for permanent professors, hear- 
ings, 1 5 
tions, 1972, law, 10681 
Military air traffic forecast, 11029 
Military assistance, see Military aid. 


vestigation of aircraft metal structures re- 
Meteorology : 
and circulation of stratosphere and 
Meteors, using meteoroid-environment 
derson, Ind., 10480 
Chi- 
eago, Ill., 10 
sonville, Fla., 105 
town, Pa., 1050 
York, N.Y., 105: 
Bluff, Ark., 10533 
ington, D.C., 10556 
sailfish off Mexico and southern California 
distribution, reports, 10748, 10862 
census of agriculture, 1969, area reports, 
analysis. 
Microwaves, necessary bandwidths for fre- 
and thimbleberry, 11075 
od aid, foreign assistance appropria- 
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Military construction, see Installations 
(military). 

Military education, permitting appointment 
by President of sons of Vietnam prisoners 
to service academies, report, 10777 

Military personnel, see Armed Forces. 

Military psychology, see Psychology. 

Military requirements for senior and master 


chief petty officer, rate training manual, 


Military research, Defense Department re- 
search, development, test, and evaluation, 
1973 authorization, report, 10775 

Military schools, see Military education. 

Military standards, see tandards 
standardization. 

Military supplies : 
opportunities to consolidate support func- 

tions in Pacific to reduce military costs, 
Defense Department, GAO report, 11117 
procurement, appropriations, 1973, author- 
ization, report, 10775 
reducing procurement of initial support 
stocks for Navy ships, Navy Depart- 
ment, GAO report, 11118 

Milk : 

Federal orders, market statistics, annual 
summary, 10419 

out-of-market bulk milk shipment charges 
for selected Federal order markets, 


104 

Miller, c., 
County, Calif., 1141 

Milliman, John D., Atlantic Continental 
Shelf and slope of United States petrology 
of sand fraction of sediments, northern 
New Jersey to southern Florida, 11129 

Mills, see Textile Mills. 

Millville, N.J., census of housing, 1970, 
metropolitan housing characteristics, 
10555 

Minas Gerais, Brazil : 
geology and ore deposits of Alegria dis- 

trict, Minas Gerais, Brazil, 11126 
geology and mineral resources of parts of 
Minas Gerais, Brazil (series), 11126 

Mine timbers, CANOPY computer program 
for structural analysis of space frame pro- 
tective canopies, 11247 

Mineral industries, see Minerals. 

Minerals: 
alphabetical index of mineral products, 

1972 census of mineral products, 10456 
mineral resources of Salmon River Breaks 
Primitive Area, Idaho, 11123 
Mining and minerals policy act, amend, 
report, 10756 

and mineral research centers, es- 
tablish, report, 10756 

ultrafine grinding of several industrial 
— by attrition-grinding process, 


and 


survey, Sonoma 


06 
Vernon 


minin 


Miners, see Coal mines and mining. 
Mines and mining : 
and mineral research centers, es- 
h, report, 10756 
d minerals policy act, amend, 
report, 10756 
see also Coal mines and mining. 
Mines Bureau : 
information circular, 11247 
report of investigations, 11248—249 
technical progress report, 11250 
Minimum wage, see Wages. 
Minneapolis, . census of housing, 
— hoaosing characteristics, 
051 


Minnesota : 
census of agriculture, 1969, area reports, 


summary data, 104 
county business patterns, 10612 
Miscellaneous papers, see names of depart- 
ments, etc., issuing papers. 
Miscellaneous publications, see names of de- 
partments, etc., issuing publications. 
Miscellaneous waxes, oils, and fats, 10049 
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Missiles, ABM treaty and interim agreement 
and associated protocol, 10831 
Mississippi River and Valley : 
light list and other marine aids, 10662 
Mississippi River and tributaries, stages 
oo in Memphis district, 


Missouri : 
census of agriculture, 1969, area reports, 
county da 

Adair Co., Lewis Co., 10461 
Lincoln Co., Wright Co., 10462 

census of housing, 1970, detailed housing 
characteristics, 10474 

county business patterns, 10613 

news limits for rent supplement housing, 


1 
Missouri River Basin project: 
North Loup Division, reauthorize con- 
struction, hearing, 10810 
Oahe unit of Pick-Sloan Missouri Basin 
program, electrical equipment, mainte- 
nance and operation, field review, 11393 
O’ Neill unit, construct, operate, and main- 
tain, hearing, 10809 
ey George W., remarks, Apr. 11, 1872, 


10 

Mitchell, Henry C., relief, 10703 

Mixing, density induced mixing in confined 
aquifers, 1102 

Mobile, Ala., census of population and hous- 
ing, 1970, census tracts, 10584 

Mobley, Thomas C., union wages and hours, 
local-transit operating employees 11227 

Model programs, compensatory education, 
higher horizons 100, Hartford, Conn., 


compensatory education, 


10978 
Model programs 
ome programs, Freeport, 


mother-child 

N.Y., 10979 
Model programs, compensatory education, 

project R-3, San Jose, Calif., 10980 
Modeling, city modei, director’s guide, 11320 
Models (mathematical), see Mathematical 


m 8. 

Models (structural) : 
guide to using meteoroid-environment 

models for experiment and spacecraft 
design applications, 11283 

Modesto, Calif., census of housing, 1970, 
metropolitan housing characteristics, 
10519 

Modules, see Spacecraft modules. 

Moede, Herbert, out-of-market bulk milk 
shipment charges for selected Federal order 
markets, 10406 

Molecular weight, comparison of original and 
supplemental SRM 705, narrow molecular 
weight distribution polystyrene, 11321 

Molecules, predicting spacecraft self-con- 
tamination in space and in test chamber, 


11286 

Moline, Ill, census of housing, 1970, metro- 
politan housing characteristics, 10494 

Moments, neutron moments computer code, 
moment 1, 11329 

Monetary policy, see Money. 

M 


oney : 
code of Federal regulations, 11046 
par en of dollar, modification, report, 


10731 
some essentials of international monetary 
reform (remarks), 11059 
Monitor Valley, Nevada hydraulic testing in 
and chemical analyses of water samples 
from deep exploratory holes, summary, 
11133 
Monkeyflower, flora morphology and system- 
atics of Lamourouxia (Scrophulariaceae ; 
Rhinanthoideae), 11404 
Monmouth Airlines, Inc., accident report, 
11366 
Monographs, see names of departments, etc., 
issuing monographs—also subjects. 
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Montana : 

census of agriculture, area report— 
county data, 10466 
summary data, 10465 

county business patterns, 10614 

income limits for rent supplement hous- 
ing, 11153 

Montgomery, Ala., census of population and 
housing, 1970, census tracts, 10585 

Montgomery’s tavern and Johnston 
Armstrong’s store, 11361 

Monuments, see National 
memorials. 

Moon, Apollo experience report, processing 
of lunar samples in sterile nitrogen aftmos- 
phere, 11306 

Moore, Birdell C., 
doctor, 11242 

Morgan Co., Colo., outdoor recreation po- 
tentials, Larimer, Morgan, and Weld 
Counties, Colo., appraisal, 11411 

Morceco, Peace Corps agreement, 11453 

Morphology, flora morphology and system- 
aties of Lamourouxia (Scrophularia- 
cene : Rhinanthoideae), 11404 

Mortgage insurance, FHA homes, regulations 
amendments, 11054 

Moskow, Michael HEL., 
10920 

Mothers, mother-child home program, 
Freeport, N.Y., model programs, compern- 
satory education, 10979 

Motion: 
movement of rigid body with cavities con- 

taining viscous fluid, 11309 

on shape of bodies being destroyed by 
intensive heating during motion in at- 
mosphere, USSR study, 11203 

Motor vehicles: 

Federal safety standards and regulations, 
with amendments and interpretations, 
supp., 11343—344 

Motor vehicle information 
ings act, report, 10757 

National traffic and motor vehicles safety 
act, amend, report, 10757 

promotion of safe motor vehicles having 
greater resistance to damage, report, 
10757 

Motorbuses, public assistance to mass tran- 
sit bus companies in D.C., provide, re- 


port, 10758 
freight service, cargo loss, 


and 


monuments and 


when you go to the 


nomination, hearing, 


and cost sav- 


Motortrucks in 
theft and hijacking in trucking industry, 
report, 10872 

Mount, Ilenry S., opticians employed in 
health services, United States, 11337 

Movement of rigid body with cavities con- 
taining viscous fluid, 11309 

Mozambique, see Portuguese East Africa. 

Mpolakis, Eleonora G., relief, 10697, 10846 

Mueller, Marjorie S., independent health 
insurance plans, 1970 report, 11406 

Mule deer, see Deer. 

Mullens, Marjorie C., selected annotated 
bibliography on asphalt-bearing rocks of 
United States and Canada, to 1970, 11122 

Multinational corporations studies on U.S. 
foreign investment, 11178 

Multiplexing, technical design standards 
for frequency division multiplexers, mili- 
tary standard, 10952 

Multistate regionalism, Advisory Commis- 
sion on Intergovernmental Relations, re- 
port, 10387 

Multitube generator bank, USSR, 11197 

Mundorff, M. J., electric analog studies of 
flow to wells in Punjab Aquifer of West 
Pakistan, 11136 

Municipal bonds, Federal guarantee of bonds 
for National Capital region subway sys- 
tem, hearings, 10888 

Museum aides, museum technician, Federal 
career opportunities, announcement, 
amendment, 10652 
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Muskegon, Mich., census of housing, 1970, 
metropolitan housing characteristics, 


10520 

Muskegon Heights, Mich., 
ing, 1970, metropolitan 
teristics, 10520 


census of hous- 
housing charac- 


Mycorrhiza, mycorrhizal inoculation influ- 
ences survival, growth, and chemical 
composition of slash pine seedlings, 11097 


N 


Nace, Raymond L., physical environment of 
National Reactor Testing Station, Idaho, 
summary, 11130 
Napa, Calif., census of housing, 1970, metro- 
politan housing characteristics, 10554 
Narcotic habit : 
drug addiction and abuse among military 
veterans, 1971, hearings, 10925 

Nareotic addict rehabilitation act, extend 
to members of Armed Forces for physical 
disability discharge purposes, hearings, 
10S78 

NASA, see National 
Administration. 

NASA edueational 

Nashville, Tenn., 
metropolitan 
10521 

National Aeronauc. 

tion: 
contractor report CR (series), 11253-272 
NASA educational publications, list, 11273 
reliability and quality assurance publica- 
tion NHB series, 11313 
SP series, 11274—280 
technical notes, 11281-—307 
technical report, 11308 
technical translations, 11309-—312 

National Agricultural Library, appropria- 
tions, 1973, hearings, 10784 

National Bureau of Standards: 

Organic act, amend, appropriations, report, 
10753 
special publications, 11321-3826 
standard reference materials— 
comparison of original and supplemental 
SRM 705, narrow molecular weight 
distribution polystyrene, 11321 
preparation and calibration of standards 
of spectral specular reflectance, 11323 
technical notes, 11327-—33 

National Capital region, 
Columbia. 

National Center for Educational Communica- 
tion, NCEC, national applications, research 
and development results, and successful 
programs, practices, 10982 

National Center for Health Statistics, organi- 
zation and functions, 11333 

National Center for Toxicological Research, 
response to Appropriations Committee’s 
survey and investigations staff report on 
the center, hearings, 10784 

National Clearinghouse for Mental Health 
Information, serving professional com- 
munity and concerned public, 11348 

National coastal zone management act, see 
Coast. 

National Commission on Consumer Finance, 
appropriations, 1973, hearings, 10784 

National Commission on Fire Prevention 

and Control: 

appropriations, 1973— 
hearings, 10877 
report, 10761 

National Commission on Libraries aud In- 
formation Science, appropriations, 19783, 
hearings, 10786 

National Commission on Marihuana and 
Drug Abuse, appropriations, 1973, hear- 
ings, 10786 

Nations! Commission on Reform of Federal 
Criminal Laws, report, hearing, 10915 


Aeronautics and Space 


publieations, list, 11273 
of housing, 1970, 
characteristics, 


census 
housing 


‘s and Space Administre- 


see District of 
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National Computerized Job Bank Program, 
employment security operations, impact of 
computerized job bank in Baltimore, Md., 
Labor Dept., GAO report, 11110 

National debt.” see Public debt. 

National defense : 
code of Federal regulations, 11047—48 
education act, amend, report, 10766 

print additional copies, report, 10767 
see also National security. 
National economy, see Economic conditions. 
National Firefighting Museum and Center 
for Fire Prevention, Inc., conveyance of 
land in District of Columbia, report, 10714 
National forests : 
accelerated funding of reforestation pro- 
grams, hearings, 10782 

accelerated reforestation of 
forests, report, 10755 

national forest volunteer program, estab- 
lish, hearings, 10782 

State and privately owned land, protection 
within area, 11104 

National Foundation 

Education 

establish, sepert, 10766 
print additional copies, report, 10767 

National Guard, technicians’ retirement, 
pone ag inequities in crediting service, re- 
por 

National health resources, vital and health 
statistics, 11337 

National health survey, vital and health sta- 
tistics, 11334-336 

National Heart and Lung Institute, enlarge 
authority, hearing, 10919 

National Institute of Education: 
create, report, 10766 

Print additional copies, report, 10767 

National Institute of Law Enforcement and 

iminal Justice, PR series, 11210—211 

National Institute of Mental Health, Survey 
and Reports Section, statistical notes, 
11350 

National Institutes of Health, international 
awards for biomedical research and re- 
search training, 1971 fiscal year, 11183 

National Labor Relations Board, appropria- 
tions, 1973, hearings, 10786 

National Mediation Board, appropriations, 
1973, hearings, 10786 

National Military Command System Support 

Center : 
information processing system 360 for- 
matted file system (NIPS 360 FFS), 
change, 10935 
NIPS ‘ormatted file system (360 FFS), 
user’s manual— 
file structuring (FS), oom 10935. 
job preparation, 10939 
output processor, change, 10937 
retrieval and sort processor, (RASP), 
change, 10936 
terminal processing (TP), change, 10038 
National monuments and memorials, erec- 
tion of memorial on public on in 
D.C. or vicinity in honor and commem- 
cae of Seabees, proposal, report, 


of monuments or 


national 


for Postsecondary 


es no-fault motor vehicle insurance 
act, 

National Oceanic and Atmospheric Admin- 
istration, technical memorandum, 11354 
National Oceanographic Data Center, NOAA 

cocepieal memorandum, EDS NODC series, 


National Oceanographic Instrumentation 
Center, instrument fact sheet IFS series, 
11355-3856 

National parks, authorized appropriations 
for additional costs of land acquisitions 
for national park system, hearing, 10909 
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National Reactor Testing Station, Idaho: 
geology, hydrology, and waste manage- 
ment (series), 111 

physical environment of National Reactor 

Testing Station, Idaho, summary, 11130 
National eading Center, right to read 
series, 10991 

National security : 

Communist global subversion and Ameri- 
can security, attempted subverson of 
Africa through Nkrumah’s Ghana, 10912 

industrial security manual for safeguard- 
ing classified information, change, 10951 

National standard reference data system, 
standard reference data act appropriations 

to carry out, report, 10753 

wanes a Tourism Resources Review Com- 
m 

Appropriations 1973— 
hearings, 1 10877 
report, 10761 

National Transportation Safety Board: 
appregenties, = 
as s, 10785 


report 64-6 
eet oy Weather Service, training paper, 


Natural resources : 
automobile cycle, environmental and re- 
source reclamation problem, 11016 
conservation is for people, report on con- 
servation, 11412 
loans for resources conservation and de- 
velopment, 10412 
resource bulletins, 11100—103 
taiga-tundra research, 11105 
understanding ecology of abundance, 11106 
Navajo Reservation, partition of Navajo and 
Hopi 1882 reservation, hearings, 10811 
Naval Academy, Annapolis, provide addi- 
tional Beg fer permanent professors, hear- 
ings, 
Naval education, rate training manual, 11380 
Naval Oceanographic Office, special publica- 
tion SP series, 11375 
—. Research Laboratory, report series, 
378 


men stores : 

annual report, 11462 

1971-72 annual report, 11462 

ee pees Medical Center, report, 

11 

Naval Training Device Center, training de- 

vice guide, 11379 

Navigation : 

aids, Coast Guard list, Mississippi River 
system, 62 

animal orientation and navigation, sym- 
posium, 11 

skipper’s course, 10664 

Navy: 

Bahamas Long Range Proving Ground, 
transfer of certain areas to U.S. Navy, 
agreement, 11449 

Chaplain Corps, application procedures, in- 
formation handbook, 11376 

erection of memorial on public grounds in 
D.C. or vicinity in honor and commem- 
eaten of Seabees, proposal, report, 


1972 hearings, 


military requirements for senior & master 
ae officer, rate training manual, 
i 


military construction, 


Navy & the common sea, 11377 
rate training manual, 11380 
see also Armed Forces. 

Navy Department, reducing procurement of 
initial support stocks for Navy ships, GAO 
report, 11118 

Navy Medical Department, see Medical De- 
partment, Navy. 

Navy vessels, see Ships. 

NCEC, see National Center for Educational 
Communication. 
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NCEC, nationwide applications, research and 
development results and successful pro- 
grams, practices, 10982 

Nebraska : 
county business patterns, 1971, 10615 
regular income limits for sec. 2 

housing, revised pages, 11151 

Necessary bandwidths for frequency modu- 
lated microwave radio relay systems, 
10672 

Negotiations, international negotiation, im- 
pact of changing power balance, select 


comment, 10907 
Negroes : 
black Americans, decade of occupational 
change, charts, errata, 112 
city planning representation (remarks), 
11156 


employment in the South, Memphis labor 
market, 11212 
population of standard metropolitan sta- 
tistical areas established since 1970 cen- 
sus for United States, 1970 and 1960, 
10568 
Neighborhoods, health services, comprehen- 
sive program, guidelines, 10970 
Netherlands, background notes, 11426 
Networks, constructing space geodetic net- 
work by line-angle method, USSR study, 
11191 
Neutron moments computer code, moment 1, 
11329 
Neutrons, neutron moments computer code, 
moment 1, 11329 
Nevada: 
costs and returns, migratory sheep ranch- 
es, Utah-Nevada, 10972 
ground water pollution in Arizona, Cali- 
fornia, Nevada, and Utah, 11023 
hydraulic test and quality of water data 
from hole U-3cm PS no. 2, Bilby site, 
Nevada test site, 11124 
Nevius, John A., nomination, hearing, 10891 
New Britain, Conn., census of housing, 1970, 
metropolitan housing characteristics, 
New Hampshire, county business patterns, 
1971, 10616 
New Haven, area wage survey, 11217 
New Jersey : 
county business patterns, 1971, 10617 
income limits for rent supplement housing, 
53 
Landings, fish and shellfish, 11352 
New London, Conn., census of housing, 1970, 
metropolitan housing characteristics, 
10523 


New realities and new directions in U.S. 
foreign economic policy, 10806 
New York City: 
census of housing, 1970,— 
detailed housing characteristics, 10475 
metropolitan housing characteristics, 
». 
fresh fruit and vegetable prices, 10418 
metropolitan area, area survey, advance 
report, 11215 
prices, wages, and living conditions, 11229 
New York State: 
census of agriculture, 1969, area reports, 
eounty data, 10457 
census of population, 1970, general social 
and economic characteristics, 10565 
Newark, N.J., census of housing, 1970, 
metropolitan housing characteristics, 
10525 
News letters, marine science newsletters, bi- 
bliography, 11354 
Newsletters, see News letters. 
Newton-Raphson methods, 
(mathematics). 
Nifurpirinol, salmonids, efficacy, toxicity and 
and residues in salmonids, 11421 


see Variables 
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Nigeria : 
agricultural economy of Nigeria, 10973 
ecnomic trends and their implications for 
United States, 11169 
1969 census of agriculture, North Dakota, 
3 


6. 
1972 spring-early summer potatoes acreage 

marketing guides, 10928 

1973 budget scorekeeping report 

port no. 3), 10828 

NIPS (National Military Command System 

Support Center for information processing 

sytsem), see Information storage and re- 

trieval system. 
Nitrogen : 

Apollo experience report, processing of 
lunar samples in sterile nitrogen atmos- 
phere, 11306 

streamflow nitrogen loss following forest 
erosion control fertilization, 11073 

Nkrumah, Kwane, attempted subversion of 
Africa through Ghana, Communist global 
subversion and American security, 10912 

NMCS, see National Military Command Sys- 
tem Support Center. 

No-fault motor vehicle insurance, see Auto- 
mobile insurance. 

NOAA, see National Oceanic and Atmospheric 

Administration. 

NODC, see National Oceanographic Data 


(staff re- 


Noise: 
acceptability of VTOL aircraft noise deter- 
mined by absolute subjective testing, 
11268 
casing boundary-layer removal on noise of 
turbofan rotor, effect, 11291 
effects of aircraft noises on sleep of women, 
267 
frequency response of vaporization 
to distorted acoustic 
11300 
investigation of gearbox design modifica- 
tions for reducing helicopter gearbox 
noise, 10444 
measured noise of model fan-under-wing 
and fan-on-flap jet flap configurations, 
11296 
noise produced by small-scale, externally 
blown flap, 11285 
public hearings on noise abatement and 
eontrol, urban planning, architectural 
design and noise in home, 11015 

Nomenclature, definition of terms for auto- 
matie electronic test and checkout, mili- 
tary standard, 10956 

Nomination of John Y. Ing to Board of Gov- 
ernors, U.S. Postal Service, hearing, 10923 

Nominations, see names of persons. 

Nonlinear theories, material nonlinear effects 
in optimization considerations of stiffened 
cylinders and interpretation of test data 
seatter for compressive buckling, 10441 

Nonpublic education, see Private schools. 

Normal impingement loads due to small air 
jets issuing from base plate and reflecting 
off platform for various jet mach numbers, 
separation distances, and ambient pres- 
sures, 11301 

North Carolina, income limits for sec. 221(d) 
(3) below-market interest rate housing and 
exception limits for sec. 235-236 housing, 
revised pages, 11152 

North Dakota : 
census of agriculture, 1969, area report— 
county data, 10464 

summary data, 10463 
county business patterns, 1971, 10618 

North Loup division, see Missouri River 
Basin project. 

Norwalk, Conn., census of housing, 
1970, metropolitan housing characteristics, 
10526 

Norwich, Conn., census of housing, 
metropolitan housing 
10 


2 


rocess 
disturbances, 


1970, 
characteristics, 
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Nozzles, fluid flow analysis of hot-core hyper- 
sonic-wind-tunnel nozzle concept, 11293 
NRL, see Naval Research Laboratory. 
Nuclear explosions : 
hydraulic test and quality of water data 
from hole U-3cm PS no. 2, Bilby site, 
Nevada test site, 11124 
minimizing damage to refineries from nu- 
clear attack, natural and other dis- 
asters, 11383 
Nuclear power plants, see Nuclear reactor 
power plants. 
Nuclear propulsion, see Propulsion. 
Nuclear reactor power plants: 
optimization of secondary 
water-cooled nuclear 
USSR study, 11193 
— environment of National Reactor 
esting Station, Idaho, summary, 11130 
planning and operation of atomic electric 
power stations, USSR study, 11190 
purification of condensate with separately 
functioning ion-exchanger filters at VK- 
50 atomic electric power plant, USSR 
study, 11185 
Nuclear reactors, see Reactors (atomic). 
Numbers, social security numbers issued 
1937-71, 11407 
Numerical calculations : 
ealculation of laminar heat transfer to 
windward surfaces of straight wing 
shuttle vehicles at high angle of attac 
and with yaw, 11284 
direct numerical method for predicting 
concentration profiles in turbulent 
boundary layer over flat plate, 11269 
Nursery schools, see Day care of Chiidren. 
Nurses and nursing: 
interagency conference on nursing statis- 
tics, report of meeting, 11138 
making it in nursing, 11141 
planning for nursing needs and resources, 


11139 
YOU-IN, youth opportunities unlimited in 
nursing series, 11141 
Nursing, see Nurses and nursing. 
Nursing homes, alternatives to nursing home 
care, proposal, 10874 
Nutrition: 
child feeding and nutrition education pro- 
grams, 02 
nutrition and human needs, national sur- 
vey, hearings, 10921 
Nutrition and Human needs, Select Commit- 
tee on, Senate, hearings, 16921 


o 
Oahe unit, see Missouri River Basin project. 


sections of 


power plants, 


black, biomass estimates of black oak tree 
components, 1147 
investor’s guide to converting southern 
oak-pine types, 11096 
symposium proceedings, 11071 
Oberholtzer, Kenneth B., instructional tele- 
vision facilities, guide for school adminis- 
trators and board members, 10984 
OBR series, 10667—669 
Observation, Interkosmos—4 space observa- 
tions and instruments, USSR study, 11192 
Occupational Safety and Health Adminis- 
tration, occupational safety and health 
regulations OSHA (series), 11381-—382 
Occupational Safety and Health Review 
Commission, appropriations, 1973, hear- 
ings, 10786 
Occupations : 
black Americans, decade of occupational 
change, charts, errata, 11224 
career opportunities— 
clinical clerkship program, U.S. Army 
medicine-surgery, etc., 10448 
museum technician, announcement, 
amendment, 10652 
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careers and community colleges, 10992 

inspectors in Immigration and Naturaliza- 
tion Service or Customs Bureau, include 
in retirement provision for hazardous 
occupations, report, 10743 

job opportunities for skilled craftsmen, 
1065: 


occupational safety and health regulations 
OSHA (series), 11381-382 
Ocean : 
model 9060, self-contained salinity, tem- 
perature, and depth recorder, 11356 
Navy & the common sea, 11377 
Ocean mammal protection, 10885 
Oceania, contributions to hydrology of Asia 
and Oceania (series), 11136 
Oceanography : 
marine science newsletters, bibliography, 
11354 
oceanographic reports, 10663 
oceanographic survey of Gulf of Anadyr, 


treaties and other international agree- 
ments on oceanographic resources, 


Ohio, census of agriculture, 1969 area re- 
ports, Summary data, 10458 
Ohio Leather Company, Girard, Ohio, calf 
and kip upper leathers, former workers of 
Girard Ohio, Tariff Commission report, 
11467 
Oil, see Petroleum. 
Oil and Gas Office, reports and studies of 
Office of Oil and Gas and Oil and Gas In- 
dustry Advisory Committees, 11384 
Oil pollution of rivers, harbors, etc., 
Water pollution. 
Oil refineries, see Petroleum refineries. 
Oil spills, microbiology of terrestrial crude 
oil degradation, 11 
and fats, waxes, oils, and fats, Federal 
item identification guide, change, 10949 
Okinawa, PACAF basic bibliography, 10430 
Oklahoma : 
Miami Indians judgment funds, disposi- 
tion, report, 10748 
optimum plot size for winter wheat, 
11463 


Osage Tribe of Indians of Oklahoma judg- 
ment funds, distribution— 
hearing. 10910 
report, 10749 
— ar income limits for sec. 235-236 
ousing, revised pages, 11151 
Oklahoma City, Okla., census of housing, 
1970, metropolitan housing characteris- 
ties, 10527 
Oleott, Thomas M., development of sorber 
trace contaminant control system includ- 
ing pre- and post-sorbers for catalytic 
oxidizer, 11262 
Old age, see Gerontology. 
Old age, survivors, disability and health in- 
surance : 
comes Sowrnty benefits, increase, report of 
R. 1— 


see 


staff data on analysis of cost, 10897 
summary of principal provisions, 10896 
see also Medicare. 
Older persons, see Gerontology. 
Olsen, William A., noise produced by small- 
scale, externally blown flap, 11285 
Olson, T. A., Lake Superior periphyton in 
relation to water quality, 11024 
Omaha, Nebr. : 
census of housing, 1970, metropolitan hous- 
ing characteristics, 10528 
eensus of population and housing, 1970, 
census tracts, 10586 
On shape of bodies being destroyed by in- 
tensive heating during motion in atmos- 
phere, USSR study, 11203 
O’Neill unit, see Missouri River Basin project. 
Onset of disability, 11405 
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Ontario, Calif. : 
area wage survey, 11218 
census of population and housing, 1970, 
census tracts, 10589 
Operations (surgical), see Surgery. 
Opportunities to consolidate support func- 
tions in Pacific to reduce military costs, 
11117 
Optical measurements, optical 
and visual effects of smoke-stac 
10431 
Opticians, opticians employed 
services, United States, 11337 
Opticians employed in he alth services, United 
States, 11337 
Optics, perturbative treatment of thermal 
blooming in pulsed laser beams. 11378 
Optimization : 
application of multivariable search tech- 
niques to structural design optimization, 
11265 
material nonlinearity effects in optimiza- 
tion considerations of stiffened cylinders 
and interpretation of test data scatter 
for compressive buckling, 10441 
secondary sections of water-cooled nuclear 
power plants, USSR study, 11193 
Optimized solution of Kepler’s equation, 
11288 


Optimum plot size for winter wheat, 11463 
Orbits, optimized solution of Kepler’s equa- 
tions, 11288 
Orderly liquidation of stocks of agricultural 
commodities held by Commodity Credit 
Corporation and expansion of markets for 
surplus agricultural commodities, 11026 
Oregon, primary productivity of young Tsuga 
heterophylla stand and some speculations 
about biomass of forest communities on 
Oregon Coast, 11085 
Ores, geology and ore deposits of Algeria 
district, Minas Gerais, Brazil, 11126 
Organic compounds, effect of chlorination on 
selected organic chemicals, 11018 
Orientation, animal orientation and naviga- 
tion, symposium, 11274 
Orphans, whose father died of pneumoconio- 
sis, extend black lung benefits, report, 
10863 
Orsini, Maria G., relief, 10841 
Osage Indians: 
judgment funds, disposition— 
hearing, 10910 
report, 10749 
Osage Nation of Indians judgment funds, 
10910 
OSHA, see Occupational Safety and Health 
Administration. 
Osmosis, reverse osmosis concentration of 
dilute pulp and paper effluents, 11019 
OT/TRER series, 1067 
Ouachita National ice. browse resources 
of Ouachita National Forest in Arkansas, 
11081 
Outdoor recreation, see Recreation. 
Outgassing, predicting spacecraft self-con- 
=e in space and in a test chamber, 
112 
Outline of welfare reform for needy 
ilies, committee print, 10823 
Output, see Production. 
Output processor (OP) change, 10937 
Outer space : 
constructing space geodetic network by 
line-angle method, USSR study, 11191 
convention on international liability for 
damage caused by space objects, message 
from President, 10832 
Interkosmos-4 space observations and in- 
struments, USSR study, 11192 
partial revision of radio regulations re- 
lating to space _ telecommunications, 
10840 
predicting spacecraft self-contamination in 
space and in a test chamber, 11286 


roperties 
plumes, 


in health 


fam- 
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Outer space—Continued 
space benefits 
safety, general information, 11315 
today and tomorrow, general informa- 
tion, 11316 
Ovens, industrial, industrial plant equipment 
handbook, 10944 
Overseas business reports, 10667—669 
Overseas Private Investment Corporation : 
appropriations, 1972, law, 10681 
audit report, 10695 
financial statement, GAO audit, 11108 
Owensboro, Ky., census of housing, 1970, 
metropolitan housing characteristics, 
0526 
Oxidating agents, development of sorber trace 
contaminant control system including pre- 
and post-sorbers for catalytic oxidizer, 
11262 
Oxidizers, see Oxidating agents. 
Oxnard, Calif. : 
census of housing, 1970, 
housing characteristics, 1 
census of population and housing, 1970, 
census tracts, 10587 
Oxygen, development of solid electrolyte car- 
bon dioxide and water reduction system 
for oxygen recovery, 11259 


a 


P series, Federal Power Commission, 11036 
PA series, 10412-413 
PACAF basic bibliographies, 10429-430 
Pacific area : 
opportunities to consolidate support func- 
tions in Pacific to reduce military costs, 
Defense Department, GAO report, 11117 
PACAF basic biblolographies, 10429—430 
Pacific basin in world trade (remarks), 
11415 
Pacific forum on mental retardation, re- 
ort of proceedings, 1 6 
Pacific basin in world trade (remarks), 11415 
Pacific Southwest Forest and Range Experi- 
ment Station: 
11099 


1971 research progress 
publications, list, 1107 072 
Packaging, and pack engineering, engineer- 
ing design handbook, 34 
Packers and Stockyards Administration, ap- 
propriations, 1973, hearings, 10784 
Packing: 
packaging and pack ig 7 engineer- 
ing design handbook, 
reducing egg break age 
grading and packing lines, 1 
Palen Mariana, Pacific forum on mental re- 
tardation, report of proceedings, 11386 
Paint, Lead-based paint poisoning preven- 
tion act, amend hearings, 10918 
Pakistan : 
agricultural 
455 
west, electric analog studies to flow to 
wells in Punjab Aquifer, 11136 
Palmby, Clarence D., remarks, Mar. 11, 1972, 
0 


metropolitan 
530 


in mecha oaninet egg- 


commodities, agreement, 


1041 
Palmer, Allison R., early and midle Cam- 
brian trilobites from Antarctica, 11128 


Pamphlets, catalog of copyright entries, 
10932 
see also names of departments, etc., issu- 
ing pamphlets. 
Panama, economic trends and their impli- 
cations for Unuited States, 11165 
Panama Canal: 
appropriations, 1973, hearings, 10785 
review (periodical), 10455 
Panama anal Company, 
1973, reports, 10764—765 
Panter, W. C., Apollo experience report, very 
high frequency ranging system, 11305 
Paper: 
paper honeycomb sandwich panels as a 
weight structural components, 11319 


appropriations, 
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Paper—Continued 

reverse osmosis concentration of dilute 
pulp and paper effluents, 11019 
Paper honeycomb sandwich panels as light- 
weight structural components, 11319 
Paper pulp, see Pulp. 
Pappas, C. C., calculation of laminar heat 
transfer to windward surfaces of straight 
wing shuttle vehicles at high angle of at- 
tack and with yaw, 11284 
Par value modification act, 10731 
Paradiso, John L., status report on cats 
(Felidae) of world, 11420 
Paraguay, Republic, background notes, 11430 
Parameters: 
helicopter development reliability test re- 
quirements, study parameters interrela- 
tionship, 16435 

parametric analysis of performance and 
design characteristics for advanced 
earth-to-orbit shuttles, 11292 

Partial cutting of western hemlock and Sitka 
spruce in southeast Alaska, 11086 

Partial revision of radio regulations, 10840 

Partridges, Erckel’s francolins, genera] in- 

formation, 11417 

Passaic, N.J., census of housing, 1970, met- 
ropolitan housing characteristics, 10531 

Passenger rates, maintain 40 cents fare rate 
for bus transportation in D.C., report, 
10758 

Passenger traffic, travel between U.S. and 
foreign countries, reports, 1115 

Passengers, travel betkeen U.S. and foreign 
countries, reports, 11157 

Passports, you and your passport, applica- 
tion requirements, vaccinations, _ etc., 
11435 

Patents, procedure for recoding 2 words into 
ternary coded word, West Germany study, 
11199 

Paternity, see Fathers. 

Paterson, N.J., census of housing, 1970, met- 
ropolitan housing characteristics, 10531 

ah rr al Army clinical clerkship program, 


continuity of care through dis- 
nurses, 


04 
Patients, 
charge planning by physicians, 
ete., 10674 
Pavements, application of model theory to 
design and evaluation of airfield pave- 


ment, 11009 

Pawtucket, R.I., census of housing, 1970, 
metropolitan housing characteristics, 
10535 

Pay, see Wages. 

Pay allowances, etc. : 
change in pay status of tobacco graders, 

hearing, 10820 
veterans, educational assistance allow- 
ances, increase rates, report, 10725 

Payments, banking and payments mecha- 
nism (remarks), 11051 

Peace Corps: 
agreement with Morocco, 11453 
appropriations, 1972, law, 10681 

Penal institutions, see Prisons and prison- 
ers. 

Penetrant inspection in tor, qualification 
of inspection personnel, magnetic particle 
and penetrant, military standard, 10955 

Pennsylvania, seating of representative from 
27th congressional district, hearings, 10807 

Pensacola, Fla., census of housing, 1970, 
— housing characteristics, 


Pensions: 
tax proposals atecting private pension 
plans, hearings, 108: 
veterans, service connected disability com- 
pensation, hearing, 26 
Pentagon _—: 
United States and Vietnam, 1944-47, 10905 
Vietnam commitments, 1961, 10906 
People’s Republic of China, see China. 
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Performance (psychology) : 

Census Bureau interviewer characteristics, 
performance, and attitudes, investiga- 
tion, summary, 10645 

effects of alcohol on pilot performance 
during instrument flight, 10453 

Periodicals, 
10932 
Peemrton, Lake Superior periphyton in 

relation to water quality, 11024 

Persimmons, American woods, common per- 
simmon, general information, 11066 

Perturbations, perturbative treatment of 
st blooming in pulsed laser beams, 


catalog of copyright entries, 


Peru, economic trends and their implications 
for United States, 11167 
Pesticides : 
control, report, 10871 
evaluation of R—55 and mestranol to pro- 
tect Douglas-fir seed from mice, 11074 
Federal environmental pesticide control 
act, report, 10871 
protecting honey bees from pesticides, 
10402 
Pests: 
forest pest leaflets, 11070 
international plant protection convention 
10835 
see also Insects. 
Peterson, Peter G. 
addresses, ete. 
Apr. 28, 1972, 10670 
June 7, 1972, 10665 
nomination, hearing, 10884 
Petroleum : 
interstate compact to conserve oil and gas, 
censent of Congress to extend, report, 
10772 


microbiology of terrestrial crude oil degre- 
dation, 11000 

reports and studies of Office of Oil and Gas 
and Oil and Gas Advisory Committees, 


11384 
Petroleum as fuel: 
engineering evaluation and review of con- 
sol synthetic fuel process from high sul- 
fur coal, 10661 
fuel oils by sulfur content 
eral industry surveys, 
Petroleum refineries, minimizing damage to 
refineries from nuclear attack, natural 
and other disasters, 1138: 
Petrology, see Rocks 
Petty officers, see Navy. 
Pharmacology, see Drugs. 
Pharmacy, see Drugs. 
Phillips, Luz, relief, 10700 
Phillipsburg, Pa., aircraft incident report, 


, 
6 


monthly, min- 
6 


Physical characteristics and utilization of 
major woodland tree species in Arizona, 
11090 


Physical Fitness, Governor’s Council on 
Physical Fitness, need organization, func- 
tions, finance, ideas that work, 11387 

Physical properties, properties of selected 
superconductive materials, 11327 

Physical sciences, see Science. 

Physics, physics of freshwater ice, USSR 

study, 11208 
see also Plasma. 

Physiology, evaluating experimental audio- 
visual module programmed to teach basic 

anatomical and physiological system, 

10423 

Pick-Sloan Missouri Basin program, Mis- 
souri-Oahe projects, electrical equipment, 
maintenance and operation, field review, 
11393 

Picture story series, 10414415 

Pierre shale, see Shale. 

Pilots and pilotage, certification, 

aviation regulations, 11028 
see also Aviators. 


Federal 
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Pine: 

early yields of slash pine planted on cut- 
Over site at various spacings, 11093 

effect of cattle and big game grazing on 
ponderosa pine vlantation, 11076 

fusiform rust in loblolly and slash pines 
after cultivation and fertilization, 11092 

investor’s guide to eaten southern 
oak-pine types, 11096 

mycorrhizal inoculation influences  sur- 
vival, growth, and chemical composi- 
tion of slash pine seedlings, 11097 

precommercial thinning of direct-seeded 
loblolly pine, 11080 

site index table for shortleaf pine in Bos- 
ton Mountains of Arkansas, 11078 


yields of 17-year-old loblolly pine planted 
on cutover site at 
11094 


various spacings. 
census of housing, 1970, 


Pine Bluff, Ark., 
housing characteristics, 


metropolitan 
33 


Formation, Table Cliff region, 


105 
Pine Hollow 
Utah, description, etc., 


Garfield County, 
11120 
Pineshoot 
borers. 

Pine and pipe fittings: 
polymer impregnated concrete pipe, 11392 
sewer bedding and infiltration, Gulf Coast 
area, 11017 
Pittsburgh, Pa., 
metropolitan 
10534 
Plameras, 
Planning: 
for nursing needs and resources, 11139 
planning techniques for local programs of 
vocational education, 10983 
selective traffic enforcement program, plan- 
ning guide, 11345 
State vocational rehabilitation 
program and financial plan, 11 
White House Conference on be; section 
recommendations on planning, 11478 
Planning for nursing needs and resources, 
11139 


borers, see Eastern pine shoot 


census of housing, 1970, 
housing characteristics, 


Antonio, relief, 10713 


agency, 
8 Zz 


Planning techniques for local programs of 
vocational education, 10983 
Planting, optimum plot size for winter wheat, 
Ss) 
see also Forest planting. 
Plants: 
growth patterns of deer-browse plants in 
southern forests, 11098 
international plant protection convention, 
83 
Plants (industrial) : 
equipment handbooks— 
boring machines, broaching machines, 
gear cutting and finishing machines, 
10946 
centrifugals, filters, 
1 = 


vo 


separators and 
electrical and _ electronic properties 
measuring and testing instruments, 
10942 


industrial furnaces, ovens and heat 
treating equipment, 10944 
woodworking machines, 10943 
safeguarding, industrial security 
change, 10951 
Plasma: 
electric discharge shock tube as plasma 
source for magnetohydrodynamic ex- 
periments, USSR study, 11195 
multitube generator bank for shaping high- 
frequency fields enclosing plasma, USSR 
study, 11197 
shock waves in anisotropic plasma, 11312 
Plates, direct numerical method for predict- 
ing concentration profiles in turbulent 
boundary layer over flat plate, 11269 


manual, 
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Plating, sputtering and ion plating, 11278 
Pleasurecraft, see Boats. 
Plumbing : 
characteristics of occupied housing units 
by plumbing facilities and tenure, sup- 
plementary report, 10561 
performance of single-stack DWV [drain 
waste vent] system utilizing low-angle 
stack-branch confluence and bottom- 
shunt venting, 11318 
Plumes, see flue plumes. 
Plywood, softwood, current industrial re- 
ports, 10634 
PMG series, 10389 
Pneumoconiosis : 
black lung benefits act, report, 10863 
orphans whose father died of the disease, 
extend black lung benefits, report, 10863 
Poisons, efficacy, toxicity, and residues of 
nifurpirinol in salmonids, 11421 
Poland, Polish People’s Republic back- 
ground notes, 11428 
Police : 
Federal protective officer, GS-4, examina- 
tion announcement, 10657 
police and firemen salaries, District of 
Columbit, hearings, 10801 
private police industry, its extent and 
nature, 11211 
Pollution, environmental aspect of super- 
sonic transport, 10666 
See also Water pollution. 
Polymers and ee, 
pregnated concrete pipe, 113 
Polymorphism, genic peymecehien of blood 
proteins from white marlin, 11418 
Polystyrene, comparison of original and sup- 
plemental SRM 705, narrow molecular 
weight distribution polystyrene, 11321 
Ponderosa pine, see Pine, 
Poor: 
nutrition and human needs, 
vey, hearings, 10921 
outline of welfare reform for needy fam- 
ilies, committee print, 10823 
Population : 
census, 1970— 
census tracts 10569-596 
employment profiles of selected low-in- 
come areas, 10597-—598 
general social and economic character- 
istics, 10563-566 
supplementary reports, 10567—568 
current population reports, consumer buy- 
. ing indicators, series, 10638—639 
arm,— 
1971, United States, —— 
series Census ERS, 10 
standard metropolitan Ce atistical areas 
established since 1970 census, for 
United States; 1970 and 1960, 10568 
time lost from work among currently em- 
ployed population, 11334 
Porous materials, design and test of 
tungsten mercury vaporizers, 112 
Portugal, economic assistance, agreement, 
11456 
Portuguese East Africa, economic trends and 
their implications for United States, 11173 
Post Office and Civil Service Committee, 
House: 
hearing, 10820 
reports, 10723, 10729, 10743 
Post Office and Civil Service Committee, 
Senate: 
hearings, 10922—923 
reports, 10856-859, 10865 
Postage, United States Postal Service, action 
of Governors supporting record in matter 
of postal rate and fee increases, 11385 
Postal rates, see Postage. 
Postal service, s al postal services for 
businessman, 11475 


polymer im- 


national sur- 


rous- 
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Potable waters, hearing, 10886 
Potatoes : 
National Potato Utilization Conference, 
roceedings, 10392 
1972 spring-early summer tatoes, 
acreage marketing guide, 10 
Poverty : 
impact of job development on poverty in 
our developing areas, 10971 
improvements needed in training and 
technical assistance services provided to 
antipoverty agencies, GAO report, 11112 


ower : 
et gm public works appropriations, 
1973, o~® 107 
power O. and M. bulletin, field review of 
maintenance, 11393 
see also Hlectricity. 
Power, Balance of, see Balance of power. 
Power boilers, see Boilers. 
Power O. and M. bulletin, 11393 
Power plants, university role in astronaut 
life support systems, space power supply 
systems, 11272 
Power units, see Blectric generators. 
PR series, 11210—211 ' 
Pragneau, G. L. von, resonance stabilization 
for space stations, 11290 
Precommercial thinning of direct-seeded lob- 
lolly pine, 11080 
Predators : 
indemnification for 
predatory animals, hearing, 107 
predatory mammals, control and related 
problems from poisoning, etc., hearings, 
10819 


P 


livestock killed by 
80 


Predatory mammals and endangered species, 
1 


108 

Predicting spacecraft self-contamination in 
space and in a test chamber, 11286 

Preliminary design of auxiliary power unit 
for space shuttle, selected system cycle 
performance data, 11256 : 

Preliminary design of auxiliary power unit 
for space shuttle, selected system support- 
ing studies, 11255 

PREP reports, 10984—988 

Preparedness, see Civilian defense. 

Preprimary enrollment, 10989 

Preschool children, see Children. 

President of United States : 
code of Federal regulations, 11039 
economic report, hearings, 10686 

Presidential libraries, see Libraries. 

Pressure, lifting-surface theory for calcu- 
ae loading induced on wing by flap, 


Preventive medicine, see Medicine. 
Price control, see Prices. , 
Price support, see Prices. 


Price support and other loan, purchase, and 
roe programs, legislative authorities, 
1 


Prices : 
consumer price index, components, relative 
importance, 11 
price and wage control, interim report, 
10687 


price support and other loan, purchase, 
and payment > legislative au- 
thorities, 1039 
orient, wages, and living conditions in New 
ork, 
see also names of commodities. 

Primary productivity of young Tsuga 
heterophylla stand and some speculations 
about biomass of forest communities on 
Oregon coast, 1108 

Printers, journeymen 


in printing crafts, 
examination annou mt, a d t, 
10653 





Priorities for correctional reform, 10914 
Priorities, vocational education planning, 
manpower, priorities and dollars, 10993 
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Prisoners of war : 
civilian, income 
10722 
permitting appointment by President of 
sons of Vietnam prisoners to service 
academies, report, 10777 
Prisons and prisoners: 
correctional reform, priorities, Federal 
assistance to improve penal and post- 
adjudication programs, hearings, 10914 
role of correctional industries, summary 
_ report, 11210 
Private and public manpower policies to 
stimulate productivity, 11389 
re industry, its nature and extent, 


tax exclusion, report, 


Private schools, public policy and private 
schools (address), 10990 

Probes, flight calibration of compensated 
and uncompensated pilot-static airspeed 
probes and application of probes to super- 
sonic cruise vehicles, 11302 

Proceedings, 21st National Potato Utilization 
Conference, Fargo, N.D., July 29, 1971, 
10392 

Procedure for recoding 2 words into ternary 
coded word, 11199 

Procurement, see names of departments, etc., 
engaged in procurement. 

Production : 
American productivity. key to economic 

strength and national survival, 10683 

a production act, amend, hearings, 


improving productivity and productivity 
measurement in local governments, 
11388 

private and public manpower policies to 
stimulate productivity, 11389 

productivity bargaining, British 
Seeeunen “perme, 11390 

productivity issues in domestic sh - 
dustry, 11391 xe 

progress and productivity 
11058 


and 


(remarks), 


U.S. commodity exports and imports as 
related to output, 10642 
see also names or classes of commodities. 
Productivity, see Production. 
Productivity bargaining, British and Ameri- 
can experience, 11390 
ee may issues in domestic shoe indus- 


try. 11 
resem oy Commercial products 
rofessiona papers, Geological 
11126-131 ve 
Professors, see Teachers. 
Program aid series, 16412413 
Programmed instruction, evaluating experi- 
mental audio-visual module programmed 
to teach basic anatomical and physiologi- 
cal system, 10423 
Progress and productivity, remarks of John 
BE. Sheehan, 11058 
Project Apollo (man-in-space program) : 
Apollo experience r a 
abort planning, 11303 
lunar module display and control sub- 
system, 11289 
lunar module landing radar and rendez- 
vous radar, 11304 
processing of lunar samples in sterile 
nitrogen atmosphere, 11306 
very high frequency ranging system, 
11305 
Project Skywater (atmospheric 
resources program) : 
1971 annual report, summary and con- 
tractor reports, 11394 
Promotions, wheat and wheat food research, 
education, and promotion, hearing, 10781 
Propeller blades, see Blades. 
Propellers, advanced technology V/STOL 
— retention system investigation, 


Survey, 


water 
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Avaust 1972 


Properties of ptonted superconductive mate- 

r 

Property, transitional rule for sales of prop- 

erty by private foundations, modify for 
tax purposes report, 10751 
see also Real estate. 
Propulsion, parametric analysis of ‘or- 
mance and design characteristics for ad- 
vanced earth-to-orbit shuttles, 11292 
Protecting honey bees from pesticides, 10402 
Protecting Sherman’s lifeline, battles of 
Brices Cross Roads and Tupelo, 11362 _ 
Protozoa, chemotherapy of protozoan dis- 
eases, 10446447 
Providence, R.I., census of housing, 1970, 
metropolitan housing characteristics, 
10535 
Providing for disposition of funds appropri- 
ated to pay judgment in favor of Jicarilla 
Apache Tribe, 10854 
Providing for disposition of funds appropri- 
ated to pay judgments in favor of Miami 
Tribe of Oklahoma and Miami Indians of 
Indiana, 10862 
Providing for disposition of funds appropri- 
ated to pay judgments in favor of Miami 
Tribe of Oklahoma and Miami Indians of 
Indiana in Indian Claims Commission 
dockets numbered 255, 256, 124-C, D, E 
and F, and of funds appropriated to pay 
judgment in favor of Miami Tribe of In- 
dians in Commissioner’s docket numbered 
251—A, and for other purposes, 10748 
Providing for disposition of judgment funds 
of Osage Tribe of Indians of Oklahoma, 
10749 
Providing for further expenses of investiga- 
tion and study authorized by House Reso- 
lution 201 for Committee on Armed Serv- 
ices, 10742 
Providing for printing of additional copies 
of conference report on S. 656, Education 
amendments of 1972, 10767 
Providing funds for expenses of investiga- 
tions and studies authorized by House 
Resolution 819, 10737 
Providing funds for expenses of investiga. 
tions and studies authorized by rule XI 
(8) and House Resolution 304, 10741 
Providing representation of District of Co- 
lumbia in Congress, 10726 
Psychological tests, see Mental tests. 
Psychology : 
reports from psychological congresses, 
USSR, 11194 

submarine crew effectiveness during sub- 
merged missions of 60 or more days’ 
duration, 11245 

Psychometrics : 

evaluation of feasibility of confidence test- 
ing as diagnostic aid in technical train- 
ing, 10422 

use of confidence testing in objective tests, 
10421 


Public administration, directory of public 
employment relations boards and agencies, 
guide to administrative machinery for 
conduct of public employee-management 
relations within States, 11 

Public assistance, see Public welfare. 

Public buildings : 
act, amend, report, 10870 
expedite future construction by eliminat- 

ing construction backlog and investigat- 
ing new procedures, report, 10870 

Public buildings amendment of 1972, report, 

10870 


Public contracts, see Government contracts. 
Public debt: 
increase in ceiling, administration request, 
hearings, 10821 
Treasury Department circular, 11473 
Public employment, see Employment. 
Public health, see Health. 
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Public Health Service: 
act, amend, hearings, 10813-814, 10019 
act, report, 10773 

Public income transfer programs, incidence 
of multiple benefits, studies in public wel- 
fare, 10688 

Public lands: 
Federal land acquisition, 

praisal standards, 11158 

statistics, 11233 

Public management, see Public administra- 


uniform ap- 


on. 
Publie policy, public policy and private 
schools (address), 10990 
Publie property : 
conveyance of certain real property of U.S. 
in Wahkiakum County, Wash. to Julian 
Souvenir and William D. Auld, 10711 
management, code of Federal regulations, 


11049 
Public sector labor relations information ex- 
change publication, 11213 
Public service : 
publie sector labor relations information 
exchange publication, 112 
survey otf State public service job oppor- 
tunities for welfare recipients, 10898 
Public welfare: 
fair hearings in public assistance, statisti- 
eal information, 1133 
Federal domestic assistance, 1972 catalog, 
11236 


outline of welfare reform for needy fami- 
lies, committee print, 10823 

social security and welfare reform, sum- 
mary of principal provisions of H.R. 1, 
10896 

studies in public welfare, public income 
transfer programs, incidence of multiple 
benefits and issues raised by their re- 
ceipt, 10688 

survey of State public service job oppor- 
tunities for welfare recipients, 10898 

weno alternatives, costs and coverage, 


welfare reform— 
child support and paternity determina- 
tion, explanation of Finance Commit- 
tee decisions, 1 
fiscal relief for States, explanation of 
committee decisions, 1090 
guaranteed job opportunity, explanation 
of committee decisions, 1090 
Public works: 
appropriations, 1973, water and power de- 
velopment, hearings, 10790 
EDA grants and loans for public works 
and development facilities, 10967 
Public Works Committee, House, investiga- 
tions and studies authorization and ex- 
penses report, 10771 
Public Works Committee, Senate: 
hearings, 10924 
reports, 10861, 10869 
Publications for 1971, Pacific Southwest 
Forest and Range Experiment Station 


11072 
Publications of Women’s Bureau, 11479 
Puerto Rico : 
county business patterns, 1971, 10626 
income limits for rent supplement housing, 
11153 


Pulp, reverse osmosis concentration of dilute 
pulp and paper effluents, 11019 

Pulses, RF pulse generating and amplifying 
techniques for improving radar emission 
characteristics, study and experimentation, 
11464 

Punjab Aquifer, West Pakistan, electric ana- 
log studies of flow to wells, 11186 

Purchasing, consumer buying indicators, 
series, 10638-639 

Purification of condensate with separately 
functioning ion-exchange filters at VK-50 
atomic electric power plant, 11185 
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Putting research into educational practice, 
reports, 10984—988 


Qa 


Qatar, background notes, 11433 

Qualified products lists requirements for mi- 
crocircuits, 11313 . f 

Quality assurance, reliability and quality as- 
surance publication NHB series, 11313 

Quality control, see subjects. 

Quinn, Joseph R., medicine and public health 
in People’s Republic of China, 11182 


R 
Radar: 

Apollo experience report, lunar module 
landing radar and rendezvous radar, 
11304 

eyes of an airport, Utes, new radar device 
for automatic control of air traffic, 
USSR study, 11205 

Radar interference, RF pulse generating and 
amplifying techniques for improving radar 
emission characteristics, study and ex- 

perimentation, 11464 

Radiant energy, evaluation of one-dimen- 
sional approximations for radiative trans- 

port in blunt body shock layers, 11254 

Radiation : 

environmental aspect of supersonic trans- 
port, 10666 

evaluation of one-dimensional ap 
tions for radiative transport 
body shock layers, 11254 

see also Cosmic rays—Infrared rays— 
Ultraviolet rays. 

Radiation detection instruments, 

of semiconductor materials, 1118 

Radio, partial revision of radio regulations 
relating to space telecommunications, 

10840 

Radio apparatus and appliances, standards 
for long-haul communications, subsystem 
design and engineering standards and 
equipment technical design standards for 
high frequency radio, military standard, 

10953 

Radio Broadcasting Activities, International, 
appropriations, 1973, hearings, 10877 

Radio communication : 

necessary bandwidths for a og A modu- 
lated microwave radio relay systems, 
10672 

standards for long-haul communications, 
subsystem — and engineering stand- 
ards and equipment technical design 
standards for high frequency radio, mili- 
tary standard, 10953 

television system and radio facility, agree- 
ment with Saudi Arabia, 11443 

Radio engineering, standards for long-haul 
communications, subsystem design and 
engineering standards and equipment tech- 
nical design standards for high frequency 

radio, military standard, 1095 

Radio equipment, see Radio communication. 
Radio frequencies, standards for long-haul 
communications, subsystem design and 
engineering standards and equipment tech- 
nical design standards for high frequency 

radio, military standard, 10953 

Radio frequency modulation, necessary band- 
widths for frequency modulated microwave 

radio relay systems, 10672 

Radio telemetry, lonenaey in spacecraft 
St during space flight, USSR study, 


oxima- 
n blunt 


varieties 


Radiotelemetry, see Radio telemetry. 

Ragone, 8. E., analysis of major cationic 
constituents of 1964-69 snow accumula- 
tions at Dye sites 2 and 3, Greenland, 
11001 

Railroad Retirement Board, appropriations, 
1973, hearings, 10786 
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Railroad supplies, freight car supply and 
car rental policies, 10404 
Railroads, see Railroad supplies, 
Railway cars, see Freight cars. 
Ranches, costs and returns, migratory sheep 
ranches, Utah-Nevada, 10972 
Range lands, Habitat characteristics of Silver 
Lake mule deer range, 11087 
Rangelands, see Range lands. 
Ranging systems, see Sonar. 
Rapid transit, see Local transit. 
Rate training manuals, 11380 
Rates, see Passenger rates. 
Ratti, Ricardo A., promotion to grade of 
Rear Admiral, hearing, 10884 
Ray, John G., jr., manual of tissue typing 
techniques, 11346 
— see Rural Electrification Administra- 
on. 
Reactors (atomic) : 
planning and operation of atomie electric 
power stations, USSR study, 11190 
Reading, Pa., census of housing, 1970, metro- 
politan housing characteristics, 10536 
Reading : 
and home environment, principal’s respon- 
sibility, 10985 
remedial reading laboratories, El Paso, 
Tex., model programs, compensatory 
education, 10981 
right to read, series commissioned by Na- 
tional Reading Center, 10991 
treating reading disabilities, 
role, 10986 
word games, 10991 
Real estate : 
limitation on actions arising from death 
or injury from defective, ete. improve- 
—— to real property in D.C., hearing, 


property disposition handbook, 1—4 fam- 
ily properties, transmittal, 11147-148 
see also Public property. 
Real property, see Real estate. 
Recall of retired Court of Claims commis- 
sioners for temporary assignments, 10735 
Recorders, see Recording instruments. 
Recording instruments, model 9060, self- 
contained salinity, temperature, and depth 
recorder, 11356 
Recreation : 
making appraisals of potentials for out- 
door recreation developments, guide, 
11413 
outdoor recreation potentials, Larimer, 
Morgan, and Weld Counties, Colo., ap- 
praisal, 11411 
Recruiting and enlistment, recruiting and 
retention of military personnel, subcom- 
mittee report, 10793 
Recycle operations (chemical technology) : 
automobile cycle, environmental and re- 
source reclamation problem, 11016 
see also Waste treatment. 
Redevelopment (city planning, etc.) : 
black representation (remarks), 11156 
urban planning, architectural design, and 
noise in home, public hearings on noise 
abatement and control, 
Reducing egg breakage in 
grading and packing lines, 
Reducing procurement of initial support 
stocks for Navy ships, Department of 
Navy, 11118 
Reduction of Federal Expenditures Joint 
Committee, committee print, 10: 
Reentry into atmosphere, see Atmospheric 
reentry. 
Referee method for determination of calcium 
in serum, 11: 
Refineries, see Petroleum refineries. 
Reflectivity, preparation and calibration of 
standards of spectral specular reflectance. 
National Bureay of Standards, standard 
reference materials, 11323 
Reflector glass, see Glass. 


specialist’s 


mechanized egg 
10391 
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Aveustr 1972 


Reforestation, see Forest planting. 
Reform of Federal criminal laws, hearings, 


10915 
a ee storage warehouses, see Ware- 


ouses. 
Refuges, migration and assistance, ap- 
propriations, 1972, law, 10681 
Regenennts engine powered aircraft design 
study 
Regionalism, multistate regionalism, Advi- 
sory Commission on Intergovernmental 
Relations, report, 10387 
Registration, manual and automated finger- 
print registration, 11330 
Regression (statistics) : 
improved multiple linear regression and 
data analysis computer program pack- 
age, 1294 
Regulations, see names of departments, etc., 
issuing regulations—also subjects. 
Rehabilitation of criminals, correctional re- 
form, priorities, Federal assistance to im- 
prove penal and post-adjudication pro- 
grams, rene ge 10914 
Rehabilitation of the disabled : 
for the disabled, help through rehabilita- 
tion, 11397 
State vocational rehabilitation agency, 
program and financial plan, 11398 
veterans, vocational rehabilitation, assist- 
ance, allowances increase rates, report, 


10725 
Reichard, Thomas W., paper honeycomb 
sandwich panels as lightweight struc- 

tural components,. 11319 

Reiser, Albert W., jr., relief, 10702 

ae humidity and dew point table, 

Relative importance of components in con- 
sumer price index, 11230 

Relays, see Blectric relays. 

Reliability (mechanical) : 
helicopter developmen 

requirements, 10443 

study parameters interrelationship, 104435 

reliability and quality assurance publi- 
cation, B series, 11313 

Relief work, see Disasters. 
Reller, John O., Jr., analysis of flow in 1-MJ 

electric-are shock tunnel, 11307 

Remarks by Secor D. Browne, 10648 

Remarks by Secretary of Agriculture, Earl 
Butz before American Farm Bureau Fed- 
eration, 10416 

Remarks of Edwin 8S. Cohen, 11474 

Remedial reading, see Reading. 

Renal diseases, see Kidneys. 

Rendezvous (space) : 

Apollo experience report, lunar module 
landing radar and rendezvous radar, 
11304 

Renovating secondary sewage by 

a acme with infiltration 

11021 


reliability test 


ound 
asins, 


Rental automobiles, see Automobiles. 
Rental housing, see Housing. 
Reorganization of Government activities, 
see Government reorganization plans. 
Report on adequacy and management of serv- 
ces furnished to scholars and researchers 
by Presidential libraries, 10729 
Reports, see names of departments, etc. is- 
suing reports. 
Research, and statistics as management tool, 
workshop proceedings, 11339 
see also names of departments, etc., doing 
research—also subjects. 
Research and development reports: 
Atomic Energy Commission, 10449 
Coal Research Office, 10661 
Research and human services, 
laboration for program 
11349 


ide to col- 
evelopment, 


Research and statistics notes, Social Security 
Administration, 11406-408 
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Research notes, Forest Service, 11073-8414 

Research papers, Forest Service, 11082—98 

Research progress, 1971, Pacific Southwest 
Forest and Range Experiment Statton, 
1lvvy 

Research report, Sport Fisheries and Wildlife 
Bureau, 11418 

Reserve components of Armed Forces, per- 
sonnel strengths for 1973, authorization, 
report, 10775 

Resins, tensile creep of boron/epoxy and 
boron/epoxy-reinforced 7075— alumi- 
num alloy, 113 

Resistance, see Electric resistance. 

Resistivity sections, upper Arkansas River 
basin, Colo., 11132 

Resonance, resonance-inert stabilization for 
space stations, 11290 

Resonance-inert stabilization for space sta- 
tions, 112 

.—" bulletins, Forest Service, 11100— 


Resources, see Natural resources. 

Responses (psychology) : 
acceptability of VTOL aircraft noise deter- 

mined by absolute subjective testing, 
11268 

Restaurants, lunchrooms, etc., House res- 
taurant and related facilities in Long- 
worth House Office Building, funds for 
improvements, report, 10736 

Retirement, see Civil service pensions, 

Retrieval and sort processor (RASP), change, 
10936 

Retroactive wage board pay, 10856 

Reverse osmosis concentration of dilute pulp 
and paper effluents, 11019 

Reverse osmosis process, see Osmosis. 

Revolutionary Union, America’s Maoists, Rev- 
olutionary Union. Venceremos Organiza- 
tion, description, etc., report, 10778 

Rewards (prizes, etc.) : 
law enforcement assistance award, 11401 

Rexroat, Robert, relief, 10712 

RF, see Radio frequencies. 

Rhode Island: 
county business patterns, 1971, 10619 
ineome limits for rent supplement housing, 


Ribicoff, Abraham, role of United States in 
Bast-West trade, 10894 

Richmond, J. C., preparation and calibration 
of standards of spectral specular re- 
flectance, 113 

Richmond National Battlefield Park, Garth- 
right House, historic structures, architec- 
tural data, 11 

Ridzon, Donald S., industry wage survey, 
synthetic fibers, 11226 

Right to read, 1776-1976, 10991 

Right to read series, commissioned by Na- 
tional Reading Center, 10991 

Rings of Saturn, 11311 

Risse, Lawrence A., feasibility of exporting 
watermelons to England, 10390 

Rivers : 
daily stages, 11369-370 
streamflow nitrogen loss following forest 

erosion control fertization, 11073 

Riverside, Calif. : snets 
area wage survey, 1' 
census of population and housing, 1970, 

census tracts, 10589 

Robert F. Kennedy Memorial Stadium, Dis- 
trict of Columbia, future use and financ- 
ing, hearings, 10889 

Roberts, B. W., properties of selected su- 
perconductive materials, 11327 

Rock Island, Ill, census of housing, 1970, 
+ maa housing characterisctics, 
0494 


Page 115 





InpEx 


Rockets, parametric analysis of performance 
and design characteristics for advanced 
~ ~~ petamaeaes shuttles, 11292 


ocks : 
asphalt-bearing rocks of United States and 
na 1970, selected annotated 

bibliography, 11122 

Atlantic Continental Shelf and slope of 
United States petrology of sand frac- 
tion of sediments, northern New Jersey 
to southern Florida, 1112 

Rodenticides, Federal insecticide, fungicide, 
and rodenticide act, amend, report, 10871 

Rohani, Behzad, damping capacity of soil 
during dynamic loading, review of mathe- 
matical materials models, 11010 

Role of Government in employment of en- 
gineers (address), 11214 

Role of U.S. in Bast-West trade, 10894 

Rome, N.Y., census of a 1970, metro- 
politan housing characteristics, 10553 

Rooms, characteristics of occupied housing 
units by rooms and tenure, for United 
States, supplementary report, 10562 

Roosevelt, Theodore, see Theodore Roosevelt 
Birthplace National Historic Site, New 
York, N.Y. 

Rosenthal, Benjamin S., European Com- 
munity and American interest, commit- 
tee print, 10804 

Rosin, see Naval stores. 

Ross, James A., ultraviolet radiation effects 
on infrared damage rate of thermal con- 
trol coating, 11287 

Rotorcraft, experimental investigation of 
high-speed rotorcraft drag, 10437 

Rotors: 
easing boundary-layer removal on noise of 

turbofan rotor, effect, 11291 
evaluation of advanced instrumentation 
system for helicoptor rotors, 10442 
investigation of quantitative applicability 
of model helicopter rotor wake patterns 
obtained from water tunnel, 10440 
method for analyzing dynamic stall of 
helicopter rotor blades, 11258 

Rozas, Patrick, Apollo experience report, 
lunar module landing radar, and rendez- 
vous radar, 11304 

Rubber tracks, studies of dynamics of 
tracked vehicles, 11011 

Rules Committee, House, reports, 10727, 
10744-747. 10755-757, 10765, 10779 

Rumbarger, J. J., derivation of fatigue life 
model for gears, 10445 

Run-off, see Runoff. 

Runoff system for measuring and_comput- 
ing ephemeral runoff from small water- 
sheds, 11079 

Rural communities, see Country life. 

Rural conditions, see Country life. 

Rural Development Service, appropriations, 
1973, hearings, 10784 

Rural Plectrification Administration : 
annual report, 114 
materials acceptable for use on system of 

R borrowers, list, telephone, 11399 

Rural life, see Country life. 

Rusts (plant disease), see Fusiform rust. 

Rwanda, economic trends and their impli- 

eations for United States, 11172 


Ryukyu Islands, appropriations, 1972, law, 
10681 . 


Sacramento, Calif., census of housing, 1970, 
metropolitan housing characteristics, 
10537 


Safety at sea, see Safety of life. 


Safety of life: 
atomic energy, en of safeguards 
by IAEA to .S.-Sweden cooperation 
agreement, 11452 
Federal motor vehicle safety standards 
and regulations, with amendments and 
interpretations, supp., 11343-8344 
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Safety of life—Continued 
Fire research and safety act appropria- 
tions to carry out, authorize, report, 


10753 
mine safety Federal coal mine health and 
safety act, amend, report, 10863 
occupational safety and health regula- 
tions, OSHA (series), 11381-8382 
promotion of safe motor vehicles having 
greater resistance to damage, report, 
1075 
traffic enforcement 


selective program, 


planning guide, 11345 
ee safety, general information, 


skipper’s course, 10664 
towards health and safety for Americas’s 
coal miners, 1970 annual report of 
’Secretary of Interior, 11160 
Sailfish, food habits of striped marlin and 
trys off Mexico and southern California, 


St. Louis, Mo. : 
census of housing, 1970, metropolitan 
statistical area, 10538 
census of population and housing, 1970, 
census tracts, 10588 
St. Paul, Minn., census of housing, metro- 
politan housing characteristics, 10518 
Salaries : 
allotments of salary to savings accounts 
and disposition of net pay checks, 11146 
police and firemen salaries, District of Co- 
lumbia, hearings, 10801 
Salem, Oreg., census of housing, 1970, metro- 
Olitan housing characteristics, 10539 
Sales, see names of commodities, ete. 
Saline water, see Water. 

Salinity, model 9060, self-contained salinity, 
temperature, and depth recorder, 11356 
Salmon, tests of variations of abernathy 

salmon diet, 1970, 11421 
Salmon River Breaks Primitive Area, min- 
eral resources of Salmon River Breaks 
Primitive Area, Idaho, 11123 
Salmonberry, midsummer foliage sprays on 
salmonberry and thimbleberry, 1107 
Salmonidae, efficacy, toxicity and residues 
of nifurpirinol in salmonids, 11421 
Sampling (statistics) : 
sampling applications of 1970 census pub- 
lications, maps, and public use sum- 
mary files, 10641 
San Bernardino, Calif. : 
area wage survey, 11218 
census of population and housing, 1970, 
census tracts, 10589 
Bernardino-Riverside-Ontario, Calif., 
statistical area, 


San 
standard metropolitan 
10589 

San Diego, Calif. : 
census of housing, 1970, metropolitan 

housing characteristics, 10540 
census of population and housing, 1970, 
census tracts, 10590 

San Jose, Calif., model programs compensa- 
tory education, project R—3, 10980 

Sand, Atlantic Continental Shelf and slope 
of United States petrology of sand frac- 
tion of sediments, northern New Jersey 
to southern Florida, 11129 

Sandwich construction, paper honeycomb 
sandwich panels as lightweight structural 
components, 11319 

Sandy Hook National Seashore, establish, 
hearings, 10808 

Santa Barbara, Calif. : 
census of housing, 1970, metropolitan 

housing characteristics, 10541 
census of population and housing, 1970, 
census tracts, 10591 

Santa Rosa, Calif., census of housing, 1970, 
general housing characteristics, 10542 

SALT (Strategic Arms Limitation Talks), 
see Disarmament. 
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Salty bark as soil amendment, 11089 

Satellites : 
constructing space geodetic network by 

line-angle method, USSR study, a 
Interkosmos-4 space observations and in- 
struments, USSR study, 11192 
satellite telemetry/telecommand station 
near Fairbanks, Alaska, 11447 

Saturn (planet) : 
rings of Saturn, 11311 

Saudi Arabia, television system and radio 
facility, agreement, 11443 

Savings accounts, see Banks and banking. 

Sawlogs, see Logs. 

SAWRS (Supplementary Aviation Weather 
Reporting Station), see Weather stations. 

Sawyer, Stephen G., CANOPY, computer 
program for structural analysis of space- 
frame protective canopies, 11247 

SBA, see Small Business Administration. 

SBA economic review, 11403 

Scanio, Rose, relief, 10848 

Schenectady, N.Y. : 
area wage survey, 11220 
census of housing, 1970, metropolitan 

housing characteristics, 10477 
census of population and housing, 1970, 
census tracts, 10569 
Schilling, Guy A. W., how U.S. cotton is 
sold for export, 11063 
Schists, Colebrooke Schist, southwestern 
Oregon and its relation to tectonic evolu- 
tion of the region, 11121 
Scholars, adequacy and management of serv- 
ices furnished to scholars and researchers 
by Presidental libraries, 10729 
School boards, see Educational boards and 
departments. 
School breakfast program survey, 10921 
School principals, see School superintend- 
ents. 
School superintendents, etc. : 
instructional television facilities, guide for 
school administrators and board mem- 
bers, 10 

reading and home environment, princi- 
pal’s responsibility, 1 

Schools: 

aviation maintenance technician schools, 

Federal aviation regulations, 11028 
breakfast program survey, hearings, 10921 
see also Private schools. 

Scialdone, John J., predicting spacecraft 
self-contamination in space and in test 
chamber, 11286 

Science : 

Federal funds for research, development, 
and other scientific activities, 11363 
findings in national assessment science 

survey, 10977 
first-year, full-time graduate science en- 
rollment continues to decline, 11364 
physical science, examination announce- 
ment, amendment, 0 
significant accomplishments in technology, 
Goddard Space Flight Center, 11276 
technical assistant, examination 
nouncement, amendment, 10654 

Science and Astronautics Committee, House, 
report, 10753 

Scientific research : 

Federal funds for research, develo 
and other scientific activities, 11 

U.S. Geological Survey grants for scien- 
tific research, 11134 

Scientists, unemployment rates and employ- 
ment characteristics for scientists and 
engineers, 11365 

Scranton, Pa., census of housing, 1970, 
—w housing characteristics, 


an- 


ment, 


Scrophulariaceae, see Monkeyflower. 
Sea, see Ocean. 





Sea level, Great Lakes elevation corrections 
to ship’s barometer readings to obtain sea 
level pressures, 11372 

Seabees, erection of memorial on public 
grounds in D.C. or vicinity in honor and 
commemoration, proposal, report, 10754 

Seafaring, longshore and shipyard employ- 
ment, 11 

Seal Beach National Wildlife Refuge, estab- 
lish, report, 10769 

Seals an glands, design study of shaft face 
seal with self-acting lift augmentation, 4— 
Force balance, 11281 

Seamanship, see Navigation. 


Seats, design, fabrication, and testing of 


iagzelly armored crashworthy crew seat, 
10439 


Second annual report on Government serv- 
ices in rural America, 10 
Secondary education: 
Asian studies in American secondary edu- 
cation, errata, 10974 
Elementary and secondary education act, 
amend, report, 10766 
print additional copies, report, 10767 
Section recommendations on p anning, with 
related recommenations from other sec- 
tions and special concerns sessions, 11478 
Securities industry, study, hearin, 10812 
Security and Safety of Cargo ‘ommission, 
establish, hearings, 10815 
Security, see National security. 
Sedimentation and deposition, Atlantic 
Continental Shelf and slope of United 
States petrology of sand fraction of sedi- 
ments, northern New Jersey to southern 
Florida, 11129 
Seeding, see Forest planting. 
Seeds, chemical contents of southern hard- 
wood fruits and seeds, 11077 
see also Fir. 
Segelquist, Charles A., browse resources of 
Lo eee National Forest in Arkansas, 
Selected annotated | beeogeneee and asphalt- 
bearing rocks of United States and Can- 
ada, to 1970, 11122 
Selected services, cootel report, establish- 
ment and firm size, 10467 
Selective traffic enforcement program, plan- 
ning guide, 11345 
Sellmann, Paul V., terrain and coastal con- 
ditions on Arctic coastal plain, 10998 
Semiconductors, varieties of semiconductor 
materials, 111 
Seminar on preparing Coetrnngt for 
jobs, planning handbook, 10987 
Seminars, see Conferences, congresses, etc. 
Semple, Richard D., regenerative engine 
powered aircraft Gisign ott study, 10438 
Senate: 
documents, 10830 
executive documents, 10831-833 
executive reports, 10834—-840 
reports— 
private bills, 10841-—851 
public bills, 10852—873 
S, ion-selective electrochemical sen- 
sors, ba report, 11159 
Separators, centrifugals, separators, and 
Soe h on plant equipment hand- 
Serial set (congressional), 10675-678 
Serials, catalog of cop t entries, 10932 
Serna, Cr children, relief, 





escencia L., an 


Serum and eyes pe referee method for 
determination of calcium in serum, 11822 
see also Cytotoxins. 

Service academies, see Military education. 

Service establishments, census business 
1967, establishment and firm size, selected 
services, 10467 

Sewage, renovating 
reane Tost water sohenge eich aiteenss 
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Sewer bedding and infiltration, Gulf Coast 
area, 11017 

Sewer pipe, see Pipe and pipe fittings. 

Sewerage systems, sewer bedding and infil- 
tration, Gulf Coast area, 11017 

Sewers, see Sewerage systems. : 

Shale, Pierre, geochemical investigations, 
analytical methods title page and contents, 

9 

Shanas, Ethel, making services for elderly 
work, some lessons from British experi- 
ence, 10875 : 

Shaw, Dale L., cotton gin operating costs in 
west Texas, 10408 

Sheehan, John E., remarks, June 9, 1972, 
11058 

Sheep, costs and returns, migratory sheep 
ranches, Utah-Nevada, 10972 

Sheep ranches, see Ranches. 

Shellfish, New Jersey landings, 11352 

Shells (aircraft) : . 
material nonlinearity effects in optimiza- 

tion considerations of stiffened cylinders 
and interpretation of test data scatter 
for compressive buckling, 10441 

Shelter belts, key to shelterbelt insects in 
northern Great Plains, 11091 

Shelterbelts, see Shelter belts. 

Sherman, William T., protecting Sherman’s 
lifeline, battles of Brices Cross Roads and 
Tupelo, 1864, 11362 

Shipbuilding, relative cost of shipbuilding, 
annual report to Congress on relative cost 
of shipbuilding in various coastal districts 
of U.S., 11240 

Shipments: . 

Cargo Commission act, hearings, 10815 

eargo loss, theft, and hijacking in trucking 
industry, report, 10872 

cargo security, alleviating theft by 
creation of Commission to coordinate 
security and protection programs, hear- 
ings, 10815 

foreign oceanborne trade of U.S., con- 
tainerized cargo on selected trade routes, 
ealendar year 1970 report, 11238 

marking for domestic shipment, civil 
agencies, 11060 

military cargoes to be shipped only in U.S. 
ships, hearings, 1081 

out-of-market bulk milk shipment charges 
—_— Federal order markets, 


Shippers, American shipper and U.S. flag 
merchant fleet, 11237 
Shipping: 
American shipper and U.S. flag merchant 
fleet, 11237 
code of Federal regulations, 11050 
foreign oceanborne trade of U.S., 


con- 
tainerized cargo on_ selected’ trade 
routes, calendar year 1970 report, 11238 
peaceful economic co-existence necessary 
between nations (remarks), 11035 
products purchased with loans from U.S. 
to be shipped only in U.S. vessels, hear- 
ings, 10818 
Ships: 
eargo for American ships, hearings, 10818 
Great Lakes elevation corrections to 
ship’s barometer readings to obtain sea 
level pressures, 11372 
international convention 
measurements, 1969, 10833 
reducing procurement of initial support 
stocks for Navy ships, Navy Dept., GAO 
report, 11118 
Shipyards, maritime manpower report, sea- 
faring, longshore and shipyard employ- 
ment, 11239 
Shock (mechanical) : 
evaluation of one-dimensional approxima- 
tions for radiative transport in blunt 
body shock layers, 11254 


on tonnage 
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Shock tubes, electric discharge shock tube 
as plasma source for magnetohydrodynamic 
experiments, USSR study, 11195 

Shock tunnels, analysis of flow in 1-—MJ 
electric-are shock tunnel, 11307 

Shock waves, shock waves in 
plasma, 11312 

Shockey, Gerald A., evaluation of advanced 
instrumentation system for helicopter 
rotors, 10442 

Shoes, see Boots and shoes. 

Shore protection guidelines, part of national 
shoreline study, 11005 

Shoreline areas, shore protection guidelines 
part of national shoreline study, 11005 

Short take-off aircraft, see Aircraft. 

Shortleaf pine, see Pine. 

Shoulders, Eugene, mycorrhizal inoculation 
influences survival, growth, and chemical 
composition of slash pine seedlings, 11097 

Shultz, George P., nomination, hearing 10893 

Shupe, William L., reducing egg breakage in 
es egg-grading and packing lines, 

38 

Sidik, Steven M., improved multiple linear 
regression and data analysis computer pro- 
gram package, 11294 

Sight, optical properties and visual effects 
of smoke-stack plumes, 10431 

Signals, recognition of spoken signals, USSR 

_ Study, 11196 
Significant accomplishments in technology, 
Goddard Space Flight Center, 11276 

Silver Lake, Oreg., habitat characteristics 
of Silver Lake mule deer range, 11087 

Simons, David G., relief, 10701 

Simulation, city model, director’s 


anisotropic 


guide, 


Sindone, Vincent J., relief, 10718 

Singapore, accessions list, Library of Con- 
gress, Djakarta, 11234 

Sioux City, Iowa, census of housing, 1970, 
metropolitan housing charactaeristics, 
10544 

Sioux Falls, S. Dak., census of housing, 
1970, metropolitan housing characteris- 
ties, 10545 

Site index table for shortleaf pine in Boston 

_ Mountains of Arkansas, 11078 

Site indexes, site index table for shortleaf 
Boston Mountains of Arkansas, 

ée 
Sitka spruce, see Spruce. 
Six-month extension of Emergency unem- 
ployment compensation act of 1971, 10776 
63g percent Treasury bonds of 1982, 11473 
Skidder, Snider W., agricultural economy of 
Nigeria, 10973 
Skilled workers, see Labor. 
Skinner, Frank W. jr., vulnerability of under- 
ground pol storage facilities, event dial 
pack project LN 318, 11008 
Skipper’s course, 10664 
Skylab, see Space stations. 
Slash pine, see Pine. 
Sleep, effects of aircraft noises on sleep of 
women, 11267 
Small business, see Business. 
Small Business Administration : 
appropriations, 1973— 
hearings, 10877 
report, 10761 

business loan and investment fund, in- 
crease amount of certain loans, guaran- 
tees and other obligations or commit- 
ments outstanding, report, 10768 

SBA economic review, 11403 

Small Business, Select Committee on Senate, 
report, 10872 

Smith, Carl B.: 
reading and home environment, principal’s 

i extagen 109 

treating reading disabilities, 

role, 10986 

Smithsonian Institution, 

botany, 11404 


specialist’s 


contributions to 
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Smoke, optical properties and visual effects of 
roking smokers a 10431 

Se tae smokers aid to non-smoking, score- 
ear 

Snow, A... & of major cationic constitu- 
ents of 1964-69 snow accumulations at 
Dye sites 2 and 3, Greenland, 11001 

Social interaction, see Group behavior. 

Social problems, see Society. 

Social psychology, see Psychology. 

Social sciences, research and human services, 
guide to collaboration for program de- 
velopment, 

Social security : 
act, amend— 

hearings, 10895 
report, excerpt, 10822 
benefits, increase— 
hearings, 10895 
report, staff wre on analysis of cost of 
bill H.R. 1, 10897 
information for young families, 11409 
social security and welfare reform, sum- 
az principal provisions of H.R. 1, 


as ama numbers issued 1937-71, 
summary guide to social security, 11410 
research and statistics notes, 11406—408 
survey of disabled, report, 11405 
see aiso Public Welfare. 
Social Security Administration, need for 
legislation to authorize more economical 
ways of providing durable medical equip- 
ment under medicare, GAO report, tt 4 
Social security amendments of 1971, 10895 
Social security numbers issued, ibst_71. 
11407 
Social service, see Social work and problems. 
Social work and problems: 
making services for elderly work, some les- 
sons from British experience, 10875 

research and human services, guide for 
— for program development, 
1 


see also Public welfare. 
Softwood plywood, 10634 
Softwoods. eux wood, current industrial re- 


rts, 

olf thacrtativn, conservation is for people, 
report on conservation, 11412 

Soil erosion, streamflow nitrogen loss follow- 
ing forest erosion control fertilization, 


gost survey, Sonoma County, Calif., 11414 
ils : 
damping capacity of soil during dynamic 
loadings, review of mathematical ma- 
terial models, 11010 
salty bark as soil amendment, 11089 
7 aw report, Sonoma County, Calif., 


Solar activity, solar-diurnal variations of 
cosmic rays from maximum to minimum of 
solar activity, 11310 

Solar-diurnal variations of cosmic rays from 
— to minimum of solar activity, 
1131 

Soldier’s Home, District of Columbia, appro- 
priations, 1973, hearings, 10786 

Solid lubricants, survey, 11277 

Solid wastes, see Waste products. 

SOLVE, computer program for determining 
maximum value of hardwood sawlogs, 


Somali, Democratic Republic, background 

8 boa Rat my f devel t of 

ome a s of development of space com- 
— during 9th five year plan, 


11 
Sonar, Apollo experience report, very high 
freq oe 113805 


uency ranging system 
Sonoma County, Calif., soil pone report, 


Sorbents, see Adsorbents. 


Sorting devices, quality sorting of red 
licious apples’ by light transmission, 10408 





Soo Yong Kwak, see Kwak, Soo Yong. 

Sound, model 2108, acoustic release device 
and model 202MB, acoustic sound inter- 
rogator, 11855 

Sounding (meteorology) : 
mean observed meteorological structure 

and circulation of stratosphere and 
mesos here, 11308 

South (U. 

Negro cmplen ment in the South, Memphis 
labor market, 11212 

structure and changes in southern forest 
economy, 11095 

timber resource Soattation, 1971, for mid- 
south counties, 11100 

South America, tobacco industry, 11064 

South Bend, Ind., area wage survey, 11223 

South Carolina, ‘county business patterns, 
1971, 10620 

South Dakota, 
1971, 10621 

Southern Forest Experimert Station, under- 
standing ecology of abundance, Forest 
Service research programs, 11106 

Southern pine, see Pine. 

Southern Ute Indians, see Ute Indians. 

Souvenir, Julian, conveyance of land, 10711 

Soviet Union, see Union of Soviet Socialist 
Republics. 

SP series, see Federal Maritime Commis- 
sion—National Aeronautics and Space Ad- 
ministration—National Bureau of Stand- 
ards—Naval Oceanographic Office. 

Space, see Outer space. 

Space capsules, see Spacecraft. 

Space communications, some aspects of de- 
velopment of space communications dur- 
ing 9th five year r plan, USSR study, 11209 

Space shuttle sent jary power unit study, 
phase 2, 11257 

Space shattles, see Spacecraft. 

Space stations: 
resonance-inert stabilization, 11290 
Skylab,-general information, 11314 

Spacecraft : 

Apollo experience reports— 
abort planning, 1 
lunar module landing radar, and ren- 
dezvous radar, 11304 
ealculation of laminar heat transfer to 
windward surfaces of straight wing 
shuttle vehicles at high angle of attack 
and with yaw. 
convention on international liability for 
damage caused by, ace objects, message 
from yresident, 
docking on USS study, 11206 
handling qualities criteria for space shut- 
tle orbiter during terminal phase of 
flight, 11260 
parametric analysis of performance and de- 
sign characteristics for advanced earth- 
to-orbit shuttles, 11292 
predicting spacecraft self-contamination in 
—- and in a test chamber, 11286 
preliminary design of auxiliary power unit 
for space shuttle, selected system sup- 
porting studies, 11255 
space shuttle— 
auxiliary power unit state. 
general information, 1 
preliminary design of auxiliary power 
unit ee ttry system cycle performance 
data 
using meteoroid-environment models for 
experiment and spomeasatt design ap- 
plications, guide, 

Sp —T- poten: : ee 

© experience repo 

ener module display and control sub- 
system, 11 

lunar module landing radar and ren- 
dezvous radar, el 

Spanish- —~ 5 ~ 
peseues of Spanish ys 


county business patterns, 


13257 


4 
earings, 
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Special postal services for businessman, 


Special publication SP series, 11375 
Special reports, Cold Regions Research and 
Bngineering Laboratory, 10998-11000 
Special Representative for Trade Negotia- 

tions, Office of : 
appropriations, 1973— 
hearings, 10877 
report, 10761 
Specialists, treating reading disabilities, spe- 
cialist’s role, 10986 
Spectra : 
bibliography on atomic energy levels and 
spectra, 11326 
preparation and calibration of standards of 
special specular reflectance, National 


Bureau of Standards, standard reference 
materials, 11323 
Speech : 
biblio-profile on human communication and 
its disorders, capsule state-of-the-art re- 
port with bibliography, 11351 
= of spoken signals, USSR study, 
1119 


Spinning, boundary layer stability on yawed 
spinning body of revolution and its effect 
on magnus force and movement, 11271 

Splices, investigation of techniques for butt 
splicing rebars, 11003 

Spong, William B., jr., advice to consumers 
on laundry detergents, 10883 

Sport Fisheries and Wildlife Bureau: 
research report, 11418 
special scientific reports, wildlife series, 

11419-420 
technical paper, 11421 

Spraying, see Sprays and spraying. 

Sprays and spraying, midsummer foliage 
sprays on salmonberry and thimbleberry, 


11075 
Springfield, Ill, census of housing, 1970, 
metropolitan housing characteristics, 
0546 
Spruce, partial cutting of western hemlock 
and Sitka spruce in southeast Alaska, 
11086 
Sputtering, sputtering and ion plating, 11278 
Stability : 
frequency response of vaporization process 
to distorted acoustic disturbances, 
11300 
movement of rigid body with cavities con- 
taining viscous fluid, 113 
Stability derivatives, see Stability of air- 
craft. 
Stability of aircraft: 
boundary layer stability on yawed spin- 
ning body of revolution and its effect on 
magnus force and moment, 11271 
determination of stability derivatives from 
flight data using Newton-Raphson min- 
imization technique, 11282 
Stability of spacecraft, resonance-inert sta- 
bilization for space stations, 11290 
Stack (plumbing), see Plumbing. 
Stack venting, see Plumbing. 
Staff data on H.R. 1, analysis of cost of 
committee bill, 10897 
Stages and discharges of Mississippi River 
and tributaries in Memphis District, 11006 
Stall (aircraft) : 
method for analyzing dynamic stall of 
helicopter rotor blades, 11258 
Stanezyk, Martin H., ultrafine grinding of 
several industrial minerals by attrition- 
grinding, 11249 
Standard reference materials, comparison of 
original and supplemental SRM 705, nar- 
row molecular weight distribution poly- 
styrene, 11321 
Standards and standardization : 
Federal standard, 11060 
military standards, 10952-959 
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Standards and standardization—Con. 
National Bureau of Standards, standard 
reference materials— 

Comparison of original and supplemental 
SRM 705, narrow molecular weight 
distribution polystyrene, 11321 

preparation and calibration of stand- 
ards of spectral specular reflectance, 
11323 

voluntary product standard PS (series), 
11331 


see also subjects. 

Standards for long-haul communications, 
subsystem design and engineering stand- 
ards and equipment technical design 
standards for high frequency radio, mili- 
tary standards, 10953 

Stapleford, Robert L., handling qualities 
criteria for space shuttle orbiter during 
terminal phase of flight, 11260 

State and privately owned land protection 
within national forest protection areas, 
11104 

State Department: 
appenemetites, 1973— 

earings, 10787, 10877 
reports, 10759, 10761 

State Department: 
background notes, 11422-434 
departmental and foreign service series, 

11435436 
Foreign Service Institute, its purposes and 
programs, 11439 
State governments, see Government. 
States: 
directory of public employment relations 
boards and agencies, guide to adminis- 
trative machinery for conduct of public 
employee-management relations within 
States, 11213 

fair hearings in public assistance under 
federally aided programs, statistical 
information, 11338 

guide to recurrent 
mental statistics, 1 

household relationship for regions, divi- 
sions, and States, 10567 

multistate regionalism, Advisory Commis- 
sion on Intergovernmental Relations, 
report, 10387 

State and local government special studies, 
10640 

State minimum wage laws, chartbook on 
basic provisions, 10996 

State vocational rehabilitation agency, 
program and financial plan, 11398 

survey of State publie service job oppor- 
tunities for welfare recipients, 10898 

water rights laws in 19 Western States, 
10410 

welfare reform, fiscal relief for States, ex- 
planation of committee decisions, 10901 

Static performance of 13.97-CM (5.5-inch) 
diameter model VTOL lift fan, 11270 

Statistical note, 11350 

Statistical publications, see names of depart- 
ments, ete. issuing publications. 

Statistics : 
research and statistics as management 

tool, workshop proceedings, 11339 
small area statistics strengthening their 
role in Federal Government and their 
use in criminal justice programs, con- 
ference, 10599 
see also subjects. 

Status report on cats (Felidae) of world, 

11420 


and special govern- 
0640 


Statutes, see Law. 

Stealing, cargo theft, alleviating by crea- 
tion of Commission to coordinate security 
and protection programs hearings, 10815 
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Stack, Edgar A.: 
chemotherapy of 
10446447 
Steel : 
commercial steel forgings, 1971, current 
industrial reports, 1 
investigation of techniques for butt splic- 
ing rebars, 11003 
see also Austenitic steels. 
Stein, John D., key to shelterbeit insects in 
northern Great Plains, 11091 
Stephens, Maynard M., minimizing damage 
to refineries from nuclear attack, natural 
and other disasters, 11383 
Sternfeld, Harry jr., acceptability of VTOL 
aircraft noise determined by absolute sub- 
jective testing, 11268 
Stiteler, Lester L., relief, 10717 
Stock catalogs, see Catalogs. 
Stock control, see Military supplies. 
Stockton, Calif., census of housing, 1970, 
metropolitan housing characteristics, 


protozoan diseases, 


10548 

Stoeffler, Richard C., additional research on 
instabilities in atmospheric flow systems 
associated with clear air turbulence, 11253 

ca (short takeoff and landing), see Air- 
craft. 

Storage, vulnerability of underground POL 
storage facilities, Event Dial Pack project 
LN 313, 11008 

Strains and stresses : 

a of fatigue crack propagation, 


derivation of fatigue life model for gears, 
10445 


material nonlinearity effects in optimiza- 
tion considerations of stiffened cylin- 
ders and interpretation of test data scat- 
ter for compressive buckling, 10441 
structural fatigue, thermal cycling, creep 
and residual strength, analytical and 
experimental investigation of aircraft 
metal structures reinforced with fila- 
mentary composites, 11266 
tensile creep of boron/epoxy and born/ 
xy-reinforced 7075—-T 6 aluminum 
alloy, 11328 
Stratification, computer program for ther- 
mal stratification and self-pressurization 
in liquid hydrogen tanks, 11261 
Stratosphere, mean observed meteorological 
structure and circulation of stratosphere 
and mesosphere, 11308 
Stratton, John R., role of correctional in- 
dustries, summary report, 11210 
Streamflow nitrogen loss following forest 
erosion control fertilization, 11 
Strength of materials, structural fatigue, 
thermal cycling, creep and _ residual 
strength, analytical and experimental in- 
vestigation of aircraft metal structures 
— with filamentary composites, 


Stress (psychological), see Tension. 
Stress corrosion, see Corrosion and anti- 


corrosives. 
Steubenville, Ohio, census of housing, 1970, 
metropolitan housing characteristics, 


1 

Strictly for teenagers, some facts about ven- 
ereal disease, 10646 

Striped marlin, see Marlin. 

Structural analysis (mathematics), see Lat- 
tice theories. 

Structural composites, see Composite ma- 
terials. 

Structural design, application of multivari- 
able search techniques to structural de- 
sign optimization, 1126 

see also, Architecture. 

Structural fatigue, thermal cycling, creep and 
residual strength, analytical and experi- 
mental investigation of aircraft metal 
structures reinforced with filamentary 
composites, 11266 





ag sandwich, see Sandwich construc- 

on. 

Structural steel, see Steel. 

Structure and changes in southern forest 
economy, 110: 

Studies in public welfare, public 
transfer programs, 10688 

Study of securities industry, 10812 

Study of spiral groove delay systems, USSR 
study, 11200 

Subcommittee no. 3 hearings on H.R. 14534, 


income 


sub- 


Submarine crew effectiveness yo P 
ura- 


merged missions of 60 or more days 
tion, 11245 
Submarine crews, submarine crew effective- 
ness during submerged missions of 60 or 
more days’ duration, 11245 
Submarine Medical Center, see Naval Sub- 
marine Medical Center. 
Subsidies : 
D.C. bus ep report, 10758 
economics of Federal subsidy 
10685 
compendium of papers, 10684 
Subversive Activities Control Board: 
appropriations, 1973— 
hearings, 10877 
report, 10761 
Subway, see Transportation. 
Sugar, wage-setting procedures under Sugar 
act, hearings, 10803 
Sulfur, fuel oils by sulfur content, monthly, 
mineral industry surveys, 11246 
Summary guide to social security, 11410 
Sun, solar-diurnal variations of cosmic rays 
from maximum to minimum of solar 
activity, 11310 
Superconductors, properties of 
superconductive materials, 11327 
Supercritical flow in curved channels, hy- 
draulic model investigations, 11007 
Superior, Lake, Lake Superior periphyton in 
relation to water quality, 11024 
Supersonic aircraft, see Aircraft. 
Supplementary hearings on defense procure- 
ment authorization relating to SALT 
agreement, 10792 
Supplies, see Government supplies. 
Surgery : 
low use of open heart surgery centers at 
Veterans Administration hospitals, GAO 
report, 11113 
surgical treatment of deafness, biblio- 
rofile, 
Surgical treatment of deafness, 11351 
a Reports Section statistical notes, 


programs, 


selected 


Survey of application of Government’s policy 
on self-insurance, 11119 

Surveys, see subjects of surveys. 

Survival, American productivity, key to 
—— strength and national survival, 


683 
Susquehanna River Basin Commission, ap- 
propriations, 1973, hearings, 10790 
Swan Islands, U.S. treaty with Honduras, 
consent to ratification, 10837 
Sweden, atomic energy, application of safe- 
guards by IAEA to United States-Sweden 
cooperation agreement, 11452 
Swiff-Train Co., relief, 10721 
Switzerland : 
atomic energy, applications of safeguards 
by IABA, agreement, 11451 
economic trends and their implications for 
United States, 11168 
Symposiums, see names or 
symposiums. 
Synthetic fibers, 11226 
Synthetic fuel, see Petroleum as fuel. 
Syracuse, N.Y.: 
census of housing, 1970, metropolitan 
housing characteristics, 10549 
census 0 populace and housing, 1970, 
census tracts, 10592 


subjects of 
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System for measuring and computing ephem- 
eral runoff from small watersheds, 11079 

Systematics, see Biology. 

Systems Research and Development Serv- 
ice report RD series, 11464-465 


? 


Table Cliff Plateau, Canaan Peak, Pine Hol- 
low, and Wasatch Formations in Table 
Clift region, Garfield County, Utah, 11120 

Tacker, Herbert R., social security numbers 
issued, 1937-71, 11407 

Taiga- tundra research, 11105 

Tanks (containers) : 
computer program for calculation of ther- 

mal stratification and _ self-pressuriza- 
tion in liquid hydrogen tank, 11261 

Tariff, customs regulations, revised pages, 
10933 

Tariff Commission : 
appropriations, 1973— 

hearings, 10877 
report, 10761 

Tax, see Taxation. 

Tax Court, reports (decisions), bound vol- 
ume, 69 

Taxation: 
commercial banks holding Treasury 

and loan account balances, 10797 
fifteen largest United States foundations, 
financial structure and impact of tax re- 
form act, 10798 
tax proposals embodied in President 
Nixon’s new economic policy with 
supporting and explanatory data and 
tables at public hearings, statement 
by Secretary of Treasury and rec- 
tor of Office of Management and 
Budget, 10824 
Tax reform act of 1969, its regulations and 
effects (remarks), 11474 
transitional rule for sales of property by 
ph foundations modify, report, 
5 


tax 


value-added tax, hearings, 10689 
see also Income tax. 
Taxes, see Taxation. 
Teachers : 
provide additional pay for permanent pro- 
fessors at U. ilitary Academy, U.S. 
Naval Academy, U.S. Air Force Acad- 
emy, and U.S. Coast Guard Academy, 
hearings, 10795 
treating reading disabilities, 
role, 86 
vocational and technical teacher educa- 
tion, 5th annual National seminar pro- 
ceedings, assessment of graduate pro- 
grams, 10976 
Teaching, individualized instruction, PREP 
report, 10988 
see also Programmed 
subjects taught. 
Teamwork toward tomorrow, summary re- 
port and suggested program for vocational 
education, 10927 
Technical assistance: 
EDA program, what it is, how to apply, 
10969 
improvements needed in training and tech- 
nical assistance services provided to 
antipoverty agencies, GAO report, 11112 
improving marketing systems in developing 
countries, approach to identifying prob- 
lems and strengthening technical assist- 
ance, 11065 
Technical assistants, examination announce- 
ment, amendment, 10654 
Technical design standard for Frequency Di- 
Saeun multiplexers, military standard, 


specialist’s 


instruction—also 
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Technical education : 
evaluation of feasibility of confidence 
testing as diagnostic aid in technical 
training, 10422 
vocational and technical teacher education, 
5th annual National seminar proceed- 
ings, assessment of graduate programs, 
10976 
Technical manuscripts, Construction Engi- 
neering Research Laboratory, Champaign, 
1ll., 11002 
Technical memorandums, National Oceanic 
and Atmospheric Administration, 11354 
Technical notes: 
National Aeronautics and 
istration, 11281—307 
National Bureau of Standards, 11327-—330 
Tennessee Valley Authority, 11471 
Technical papers : 
Census Bureau, 10641 


Sport Fisheries and 
11421 


Space Admin- 


Wildlife Bureau, 


— progress report, Mines Bureau, 
ov 
Technical reports 
Air > sar] omen Resources Laboratory, 
10421-423 
Army ‘Air Mobility Research and Develop- 
ment Laboratory, 10435-445 
Construction Engineer ing Research 
Laboratory, Champaign, Ill., 11003 
National Aeronautics and Space Admin- 
istration, 11308 
Waterways Experiment Station, 11011 
Technical translations, National Aeronau- 
tics and Space Administration, 11309-—312 
Technicians, National Guard technicians’ re- 
tirement, correct inequities in crediting 
service, report, 10857 
Technology : 
educational technology, vote of confidence 
(address), 10975 
accomplishments in_ tech- 


significant 
Goddard Space Flight Center, 


nology, 
11276 
utilization (series), 11279 
Tectonics, Colebrooke Schist, southwestern 
Oregon and its relation to tectonic evo- 
lution of the region, 11121 
Teenagers, see Youth. 
Telecommunication : 
partial revision of radio regulations relat- 
ing to space telecommunications, 10840 
satellite telemetry/telecommand station 
near Fairbanks, Alaska, agreement with 
European Space Research Organization, 


447 
telecommunications research report, OT/ 
TRER series, 10672 
Telecommunication Sciences Institute, See 
Institute for Telecommunication 
Sciences. 
Telemetry, telemetry 
on during space flight, 
11206 
Telephones, materials acceptable on systems 
REA borrowers, list, 11399 
Television : 
instructional television facilities, guide 
for school administrators and board 
members, 10984 
television system and radio facility, agree- 
ment with Saudi Arabia, 11443 
Temperature, model 9060, self-contained sa- 
linity, temperature, and depth recorder, 
11356 
Tennessee, forest statistics for Tennessee 
counties, 11101 
Tennessee River and Valley, directory of 
forest products industries in 125 Tennes- 
see Valley counties, 1971 listings, 11470 
en Valley Authority, technical note, 
1147 


in spacecraft evalua- 
USSR study, 


Tensile creep of boron/epoxy and boron/ 
— orced 7075—-T6 aluminum alloy, 
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Tensile strength, see Strains and stresses. 
Tension, submarine crew effectiveness during 
submerged missions of 60 or more days’ 
duration, 11245 
Terminal processing, (TP), change, 10938 
Terrains, terrain and coastal conditions on 
Arctic Alaskan coastal plain, 10998 
Terre Haute, Ind., census of housing, 1970, 
metropolitan housing characteristics, 
0550 
Terrestrial magnetism, aeromagnetic survey, 
mineral resources of Salmon River Breaks 
Primitive Area, Idaho, 11123 
Terrorism, prevent and punish acts taking 
form of crimes against persons and re- 
lated extortion of international signif- 
icance, convention, 10836 
Testimony, see Evidence. 
Testing, see names of substances or objects 
tested. 
Texas: 
census of housing, 1970, detailed housing 
characteristics, 10476 
census of population, 1970, general social 
and economic characteristics, 10566 
cotton gin operating costs in west Texas, 
10408 


income limits for sec. 221(d)(3) below- 
market interest rate housing and ex- 
ception limits for sec. 235-236 housing, 
rev. pages, 11152 

optimum plot size for winter wheat, 11463 
Texas City, Tex., census of population and 
housing, 1970, census tracts, 10576 
Textile mills, summary tabulations, wages 
and related benefits in yarn and broad- 
woven textile mills, 11232 
Textiles, flammable fabrics, 3d 
port under act of 1967, 11062 
Textured yarn production, 10636 
Thailand, trade in cotton textiles, 
ment, 11454 
Theft, see Larceny. 
Theodore Roosevelt Birthplace National His- 
toric Site, New York, N.Y. interpretive 
prospectus, 11360 
Theon, J. S., mean observed meteorological 
structure and circulation of stratosphere 
and mesosphere, 11308 
Therapeutics, see Chemotherapy. 
Thermal energy, perturbative treatment of 
thermal blooming in pulsed laser beams, 
11378 
Thermal properties : 
computer program for calculation of ther- 
mal stratification and _ self-pressuriza- 
tion in liquid hydrogen tank, 11261 

perturbative treatment of thermal bloom- 
ing in pulsed laser beams, 11378 

structural fatigue, thermal cycling, creep 
and residual strength, analytical and 
experimental investigation of aircraft 
metal structures reinforced with fila- 
mentary composites, 11266 

Thermal stratification, see Stratification. 

Thermodynamics, on — of bodies being 
destroyed by intensive heating os mo- 
tion in atmosphere, USSR study, 11203 

Thermometers, fever thermometers, selection, 
use and care, 11476 

Theses, see Dissertation (academic). 

Thimbleberry, midsummer foliage sprays on 
salmonberry and thimbleberry, 11075 

Thinning of forests, see Forest thinning. 

Thomas, Rosanna, relief, 10707 

TIAS series, 11441-459 

Tiff, John, interpretive prospectus, Lincoln 
Boyhood National Memorial, 11359 

Timber, timber resource statistics for mid- 

south counties, 11100 
see also Forests and forestry. 
Time, frequency and time, precision meas- 
urement and calibration, papers, 11325 
see also Hours of labor. 

Time deposits, time and savings deposits, 

changes, 11053 


annual re- 


agree- 





Tissues, manual of tissue typing techniques, 
11346 


Titanium, electrochemical model for hot-salt 
stress-corrosion of titanium alloys, 11295 
Tobacco: 
burley, light air-cured, market 
1971, crop, 10388 
South America’s tobacco industry, 11064 
Tobacco graders, see Graders. 
Toledo, Ohio, census of housing, 1970, metro- 
politan housing characteristics, 10551 
Tonnage, international convention on ton- 
nage measurements of ships, 1969, 10833 
Toward improved health and safety for 
America’s coal miners, 11160 
Toxic substances control act 
port, 10864 
Toxicity, see Poisons. 
Trachtenberg, I., ion-selective 
ical sensors, 3d report, 11159 
Tracking, constructing space geodetic net- 
work by line-angle method, USSR study, 
11191 
Tracks, see Rubber tracks. 
Trade, see Commerce. 
Trade missions, handbook for trade 
sion members, 11179 
Trade Negotiations, Office of Special Rep- 
resentative, see Special Representative for 
Trade Negotiations, Office of. 
Traffic, selective traffic enforcement 
gram, planning guide, 11345 
Traffic safety, see Safety of life. 
Trainers, see Training devices. 
Training: 
guide in surface SAWRS observations, 
11374 


review, 


of 1972, re- 


electrochem- 


mnis- 


pro- 


improvement needed in training and tech- 
nical assistance services provided to 
antipoverty agencies, GAO report, 11112 
Manpower development and training act, 
amend, report, 10752 
veterans, special training allowance, 
crease rates, report, 10725 
Training devices, guide, Naval Training De- 
vice Center, 11379 
Traits of characters, see Character. 
Trajectories, parametric analysis of per- 
formance and design characteristics for 
advanced earth-to-orbit shuttles, 11292 
Trans World Airlines, incident report, of 
near mid-air collision, 11368 
Transit systems, see Local transit. 
Translations, technical, National Aeronau- 
tics and Space Administration, 11309-312 
Transport aircraft, see Aircraft. 
Transportation : 
Federal guarantee of bonds for National 
Capital region subway system, hearings, 
10888 


in- 


High speed ground transportation act, ex- 
tend, report, 10724 
transportation topics for consumers from 
errs of Consumer Affairs (periodical), 
14 


see also Local transit. 
Transportation Department : 
appropriations, 1973— 
hearings, 10785 
report, 10764—65 
Assistant Secretary, nomination of John 
L. Hazard, hearing, 10884 
Transportation Safety Board, member, nomi- 
nation of William R. Haley, hearing, 
10884 
Travel, passenger, between U.S. and foreign 
countries, reports, 1115 
Treasury, Postal Service and general Gov- 
ernment appropriations for fiscal year 
1973, 10791 
Treasury bonds, see Bonds of United States 
Treasury Department : 
appropriations,, 1973, hearings, 10791 
code of eral regulations, 11046 
commercial banks holding Treasury tax 
and loan account balances, 10797 
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Treasury Department—Continued 
es circular, public debt series, 
Secretary, nomination of George P. 
Shultz, hearing, 10893 
Treaties : 
treaties 
series, 11441-459 
treaties and other international agree- 
ments— 
oceanographic resources, fisheries, and 
wildlife to which United States is 
party, 
1776-1949, 
60 


114 
treaty with Honduras on Swan Islands, 
10837 


and other international acts 


8 
compilation, Iraq-Muscat, 


see also names of countries. 
Treating reading disabilities, 
role, 10986 
Tree seeds, see Seeds. 
Trees: 
physical characteristics and utilization of 
meee woodland tree species in Arizona, 
1 


specialist’s 


tree condition and mortality following de- 
foliation by gypsy moth, 11084 

see also Forest planting. 

Treitel, Ralph, onset of disability, 11405 

Trigg, William M., fire season climatic zones 
of mainland Alaska, 11088 

Trilobites, early and middle trilobites from 
Antarctica, 11128 

Troy, N.Y.: 

area wage survey, 11220 

census of housing, 1970, metropolitan 
housing characteristics, 10477 

census of population and housing, 1970, 
census tracts, 10569 

Trucking, see Motortrucks in freight service. 
Tsuga Heterophylla, see Hemlock. 

Tucker, Sterling, nomination, hearing, 10891 
Tucson, Ariz. : 

Tucson Basin, electrical-analog analysis 
of hydrologic system, Tucson Basin, 
southwestern Arizona, 11137 

Tucson Basin, water resources (series), 


1113 
Tungsten, design and test of porous-tungs- 
ten mercury vaporizers, 11297 
Tunnels, investigation of quantitative ap- 
plicability of model helicopter rotor wake 
a obtained from water tunnel, 


Tupelo National Battlefield, Miss., protect- 
ing Sherman’s lifeline, battles of Brices 
Cross Roads and Tupelo, 1864, 11362 

Turbines: 
design and application, 11275 
design study of shaft face seal with self- 

acting lift augmentation, 4—force bal- 
ance, 11281 
see Nozzles. 

Turbojet engines, see Engines (aircraft). 

Turbulence : 
additional research on instabilities in at- 

mospheric flow systems associated with 
clear air turbulence, 11253 
developing techniques for automated fore- 
casting of clear air turbulence, 11465 
symmetrical laser Doppler velocity meter 
and its application to turbulence char- 
acterization, 11263 
Turbulent boundary layer, 


ayer. 
Turbulent flow, see Flow. 
Turpentine, see Naval stores. 
Tuscaloosa, Ala., census of housing, 1970, 
pene housing characteristics, 


see Boundary 


0552 
Twain, David, research and human services. 
guide to collaboration for program de- 
velopment, 11349 
ler, Tex., census of population and hous- 
ing, 1970, census tracts, 10593 
Tziminadis, Helen, relief, 10842 
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U.S. Geological Survey grants for scientific 
research, 11134 

Ultrafine grinding of several industrial 
minerals by atrition-grinding, 11249 

Ultraviolet rays, ultraviolet radiation effects 
on infrared damage rate of thermal con- 
trol coating, 11287 

Underdeveloped areas, improving marketing 
systems in developing countries, 11065 

Understanding ecology of abundance, 11106 

Unemployed, unemployment rates and em- 
ployment characteristics for scientists and 
engineers, 11365 

Unemployment, see Unemployed. 

Unemployment compensation, see Unemploy- 
ment insurance. 

Unemployment insurance, Emergency unem- 
ployment compensation act of 1971, six- 
month extension, report, 10776 

Uniform appraisal standards for Federal land 
acquisition, 11158 

Union of Socialist Republics: 
contemporary biographies from Large So- 

— Yearbook for 1971, 
reports from psychological congresses, 
USSR, 11194 
some aspects of development of space 
communications during 9th five year 
plan, 11209 
Union wages, see Wages. 
United Arab Emirates, 


34 
United Arab Republic (Egypt) : 
background notes, 11422 
United Kingdom of Great Britain and 
Northern Ireland, see Great Britain. 
United States: 
Nots.—For all subjects pertain- 
ing to the United States, except its 
Fit on mtg general history, and 
lescription, see such subjects. 
United States and Vietnam, 1944-47, staff 
study, 10905 
United States Information Agency : 
et 1973— 
authorize, report, 10759 
hearings, 10877 
076 


report, 1 1 
United States Postal Service : 
action of Governors supporting record in 
ae of postal rate and fee increases, 


background notes, 


appropriations, 1973, hearings, 10791 
Board of Governors member, nomination 
of John Y. Ing, hearing, 10923 
Universities, see Colleges and universities. 
Urban areas, see Cities and towns. 
Urban as. see Redevelopment (city 
lann ng). 

Urbanization, housing and urbanism in Marx- 

ist Chile, portent and prognosis, 11155 
USAAMRDL technical reports, 10435-445 
Use of confidence testing in objective tests, 


10421 
USIA, see United States Information Agency. 
USSR, see Union of Soviet Socialist 
Republics. 
Utah : 
costs and_ returns, migzatory 
ranches, Utah-Nevada, 10972 
income limits for rent supplement hous- 
ing, 11153 
Ute Indians, sale of lands of Southern Ute 
egies Tribe, authorize, reports, 10763, 
10855 


sheep 


Utica. N.Y., census of housing, 1970. metro- 
politan housing characteristics, 10553 
Uttech, Gary R., relief, 10704 


Vv 
Vaccination : 
assistance, provide grants— 
hearing, 10813, 10916 
report, 10773 
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of housing, 1970, 


Vallejo, Calif., 
characteristics, 


> a 
10554 

Valuation, uniform appraisal _onane for 
Federal land acquisition, 11 

Value-added tax, hearings, 10689. 

Values, see Worth 

Vaporization, frequency response of vapori- 
zation process to distorted acoustic dis- 
turbances, 11300 

Vaporizers, design and test of porous-tungs- 
ten mercury vaporizers, 11297 

Varholak, DB. M., advanced technology V/ 
STOL propeller retention system investi- 
gation, 10436 

Variables (mathematics) : 
determination of stability derivatives 

from flight data using Newton-Raphson 
minimization technique, 11282 
Vasquez Herrera, Gloria, see Herrera, 
Vasquez. 
Vegetables, prices, 
York City, 10418 
Vehicles, studies of 
vehicles, 11011 
Velocity : 
experimental 
metric free jet with 
velocity profile, 11298 

symmetrical laser Doppler velocity meter 
and its application to turbulence char- 
acterization, 11263 

Venceremos Organization, America’s Mao- 
ists, Revolutionary Union, Venceremos 
Organization, description, etc., report, 

778 

Venereal diseases : 

prevention and control, provide, 
10916 

strictly for teenagers, 
venereal disease, 10646 

Ventura, Calif., census of housing, 1970, 

metropolitan housing characteristics, 
10530 

census of population and housing, 1970, 
census tracts, 105 

Vermont, income limits for rent supplement 
housing, 11153 

Very high frequency, see Frequency band. 

Vessels, see Boats. 

Veterans : 
disabled, service conneeeee disability com- 

pensation hearing, 1092 
drug addiction and pny among military 
veterans, 1971, hearings, 10925 
educational assistances, increase rates, 
report, 10725 

Veterans Administration, 
letin IB series, 11476 

Veterans’ Affairs Committee, House: 
investigations and studies, expenses, 

port, 10739 
report, 10725 
Veterans’ Affairs eres, Senate, 
ings, 10925-92 

Veterans’ rt vd and training amend- 
ments of 1972, 10725 

Veterans hospitals, low use of open heart 
surgery centers at Veterans Administra- 
tion hospitals, GAO report, 11113 

Veterans of Foreign Wars, convention pro- 
ceedings, 10693 

Veterinary zoology, see Zoology. 

Vibration, investigation of gearbox design 
modifications for reducing helicopter gear- 
box noise, 10444 

Vietnam : 
agricultural 

11450 


census 
housing 


Gloria 
1971, Chicago and New 
dynamics of tracked 


axisym- 
uniform 


investigation of 
initially 


hearing, 


some facts about 


information bul- 
re- 


hear- 


commodities, agreement, 

permitting appointment by President of 
sons of Vietnam prisoners to service 
academies, report, 10777 

United States and Vietnam, 1944-47, staff 
study, 10905 

Vietnam commitments, 1961, staff study, 
0906 





Vineland, N.J., 


census of housing, 1970, 
metropolitan i 


housing characteristics, 


(10555 
Virgin Islands: 
county business patterns, 1971, 10626 
income limits for rent supplement hous- 
ing, 11153 
minimum age for membership in legisla- 
ture to be determined by legislature, 
report, 10853 
Revised organic act of Virgin 
amend, report, 10853 
Virginia, county business 
10622 
Visas, see Passports. 
Viscous flow, see Flow. 
Vision, see Sight. 
Visual aids, graphic 
ment tool, development of 
handbook, 10947 
Visual education, 


Islands, 


patterns, 1971, 


presentation, 
visual 


manage- 
aids, 
see Audio-visual educa- 
tion. 
Vital statistics : 
data from national health resources, 11337 
data from national health survey, 11334— 
336 
Vocational education : 
act, amend, report, 10766 
print additional copies, report, 10767 
pianning techniques for local programs of 
vocational education, 10983 
teamwork toward tomorrow, summary re- 
port and suggested program for voca- 
tional education, 10927 
vocational and technical teacher educa- 
tion, 5th annual national seminar pro- 
ceedings, assessment of graduate pro- 
grams, 10976 
vocational education planning, manpower, 
priorities, and dollars, 10993 
Vocational rehabilitation, see Rehabilitation 
of the disabled. 
Volume and yield tables: 
browse resources of Ouachita National 
Forest in Arkansas, 11081 
structure and changes in southern forest 
economy, 11095 
Volunteers, national forest volunteer pro- 
gram, establish, hearings, 10782 
V/STOL (vertical or short take off and land- 
ing), see Aircraft. 
VTOL (vertical takeoff 
Aircraft. 
Vulnerability of underground POL storage 
facilities, Event Dial Pack project LN 313, 
11008 


and landing), see 


w 


Wage chronology, see Wages. 
Wages 
area surveys— 
Albany-Schenectady- -Troy, 
Birmingham, Ala., 11222 
Cincinnati, Ohio, 11221 
Denver, Colo., 11219 
New Haven, Conn., 11217 
New York, N.Y., eeoeean area, ad- 
vance report, 112 
San Bernardino - Riverside - Ontario, 
Calif., 11218 
South Bend, Ind., 11223 
industry survey, synthetic fibers, 11226 
~~ Atlantic longshoremen, chronology, 
11225 


N.Y., 11220 


interim report, 


price and wage control, 
10687 


prices, wages, and living conditions in 
New York, 11 

retroactive wage board pay, authorize, re- 
port, 10856 

State minimum wage laws, chartbook on 
basic provisions, 10996 

summary tabulations, wages and related 
benefits in yarn and broadwoven textile 
mills, 1123: 
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Wages—Continued 
we wages, and hours, local transit op- 
erating employees, 113 
wage-setting procedures under Sugar act, 
hearings, 10803 
Wagner, Herman L., comparison of original 
and supplemental SRM 705, narrow molec- 
1 weight distribution polystyrene, 


Wahkiakum County, Wash., conveyance of 
certain real property of U.S. in Wahkia- 
kum County, Wash. to Julian Souvenir 
and William D. Auld, 10711 

Wakes, investigation of quantitative appli- 
cability of model helicopter rotor wake 
patterns obtained from water tunnel, 


10440 
Wallace, George B., polymer impregnated 
concrete pipe, 11392 
Ward, H. R., study and experimentation of 
RF pulse generating and amplifying tech- 
nicues for improving radar emission char- 
acteristics, 11464 
Warehouses, capacity of refrigerated storage 
warehouses in U.S., 11461 
Warren, Ohio: 
census of housing, 1970, metropolitan 
housing characteristics, 10560 
census of population and housing, 1970, 
census tracts, 10596 
Warwick, R.I., census of housing, 1970, 
metropolitan housing characteristics, 


5 
Wasatch Formation, Table Cliff region, Gar- 
field County, Utah, description, etc., 11120 
Washington, D.C., see District of Columbia. 
Washington Metropolitan Area Transit Au- 
thority, appropriations, 1973, reports, 
(10764-7765 
Washington Metropolitan Area Transit Com- 
mission, determine just and reasonable 
fare for bus transportation in D.C., report, 


10758 

Washington State, county business patterns, 
1971, 10623 

Waste disposal, 
waste management at National Reactor 
Testing Station (series), 11130 

Waste drain system, see Plumbing. 


geology, hydrology and 


Waste products, solid waste management 
series, 11016 
see also Waste water. 

Waste treatment, reutilization of waste- 
water a through ground water, 
study, 11 

Waste water: 
renovating secondary sewage by ground 

‘water recharge with infiltration basins, 


reutilization of wastewater recycled 
through groundwater, study, 11020 
Wastewater, see Waste water. 
Water: 
atmospheric water resources program, 
Project Skywater, annual report, 11394 
density induced mixing in confined 
aquifers, 1102 
aa ~ ment of solid electrolyte carbon 
xide and water reduction system for 
po en recovery, 11259 
und water— 
— in Arizona, California, Nevada, 
and Utah, 11023 
utilization of 
through groundwater, 11020 
hydraulic testing in and chemical anal- 
yses of water samples from deep ex- 
pac holes in Little Fish Lake, 
onitor, Hot Creek, and Little Smoky 
Valleys, Nevada, summary, 11133 
potable waters for public use through 
amending Federal hazardous substances 
act, hearing, 10886 
public works appropriations, 1978, hear- 
ings, 10790 


wastewater recycled 
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Water—Continued 
quality Lake Superior periphyton in re- 
lation to water quality, 11024 
renovating secondary sewage by ground 
water recharge with infiltration basins, 


11021 
resistivity sections, upper Arkansas River 
basin, Colo., 11132 
resources, Tucson Basin (series), 11137 
reutilization of wastewater recycled 
through groundwater, study, 11020 
saline— 
conversion act, delete sec. 6(d) so that 
information resulting from research 
be brought under general Federal 
policy, report, 10728 
conversion program, 
1973, report, 10728 
water research and development prog- 
ress, report, 11159 
sewer bedding and infiltration, Gulf Coast 
area, 11017 
water and industry, 11135 
Water resources planning act, amend to 
authorize increased appropriations, 
report, 10774 
water supply papers, 11136-1387 
see also Ice—Waste water. 
Water and industry, 11135 
Water pollution : 
Federal water 
amend, report, 
ground water pollution in Arizona, Cali- 
fornia, Nevada, and Utah, 11023 
water —_—- control research series, 


appropriations, 


pollution control act, 
0861 


11017-24 
Water purification, see also Waste water. 
Water quality 
densit induced mixing in confined 
aquifers, 11022 
Great Lakes water quality, agreement 
with annexes and texts and terms of 
reference, between United States and 
Canada, 11459 
hydraulic test and quality of water data 
from hole U-3cm PS no. 2, Bilby site, 
Nevada test site, 11124 
ht: ~~ 7 i ae laws in 19 western States, 


Waterbury, Conn., census of housing, 1970, 
en housing characteristics, 


Watercraft, see Boats. 

Watermelons, feasibility of exporting water- 
melons to England, 10390 

Watersheds, system for measuring and com- 
puting ephemeral runoff from small water- 
sheds, 11079 

Waterways Experiment Station : 
miscellanecus papers, 11008-10 
technical report, 11011 

Wave Propagation Laboratory, collected re- 
prints, 11025 

Waveguides, study of spiral groove delay 
systems, USSR study, 11200 

Wavelengths, see Spectra. 

Waves, see Shock waves. 

Wax, see Waxes. 

Waxes, oils and fats, Federal item identifica- 
tion guide, change, 10949 

Ways and Means Committee, House: 
committee prints, 22-824 
hearings, 10821, 10826-8271 
reports, 10722, 10751, 10776 

Weapons general design criteria for han- 
dling equipment associated with weapons 
om. | ee systems, military standard, 
1 


Weather, training guide in surface SAWRS 
observations, 11374 

Weather control, atmospheric water re- 
sources program, Project Skywater, an- 
nual report, 11394 
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Weather stations, guide to surface SAWRS 
observations, 11374 

Webb, Lannie D., flight calibration of com- 
pensated and ‘uncompensated pilot-static 
airspeed probes and application of probes 
to supersonic cruise vehicles, 113 

Wegs.vin, H., manual and automated 
fingerprint registration, 11330 

Weirton, W. Va., census of housing, 1970, 
metropolitan housing characteristics, 


Weis, Paul L., mineral resources of Salmon 
River Breaks, Primitive Area, Idaho, 
11123 

Weld Co., Colo., outdoor recreation poten- 
tials, Larimer, Morgan, and Weld Coun- 
ties, Colo., appraisal, 11411 

Weld metal, austenitic boride steels and al- 
loys for welded structures, USSR study, 


Welfare, see Public welfare. 

Welfare funds, welfare reform, child sup- 
port and paternity determination, explana- 
+» gd Finance Committee decisions, 

09 


Wells: 
density induced 
aquifers, 11022 
electric analog studies of fow to wells in 
Punjab Aquifer of West Pakistan, 


11136 
West (U.S.): 
organization and practices of selected 
terminal wholesale flower markets in 
the West, 10407 
water rights laws in 19 Western States, 
10410 


mixing in confined 


West Germany, see Germany. 
West Lafayette, Ind., census of housing, 1970, 
metropolitan housing characteristics, 


10513 

West Virginia, county business patterns, 
1971, 10624 

Western hemlock, see Hemlock. 

Western States, see West (U.S.). 

Wet venting, see Plumbing. 

Weybrew, Benjamin B., submarine crew ef- 
fectiveness during submerged missions of 
60 or more days’ duration, 11245 

Wheat: 
and wheat food research, education, and 

promotion, hearing, 10781 
optimum plot size for winter wheat, 11463 

Wheat and wheat food research, education, 
and promotion, 10781 

bes eae Council, establish, hearing, 


Wheeling, W. Va., census of housing, metro- 
politan housing characteristics, 10558 

When you go to the doctor, 11242 

White marlin, see Marlin. 

Wild animals, see Wildlife. 

Wilder, Charles S., time lost from work 


among currently employed population, 
11334 


Wilder, Mary H., current estimates from 
health interview survey, 11335 
Wilderness areas, studies related to wil- 
derness-primitive areas (series), 11123 
Wildlife : 
endangered species, conserving, protecting, 
restoring and propagating, hearings, 
110819 
special scientific report, 
11419-420 
treaties and other international agree- 
ments, 10887 
Wiley, Averill J., reverse osmosis concentra- 
tion of dilute pulp and paper effluents, 
11019 
Wiley, 
10884 


wildlife series, 


Richard 9B., nomination, hearing, 


Wilkes-Barre, Pa., census of population and 
housing, 1970, census tracts, 10594 





Willis, Bdward A., jr., parametric analysis 
of performance and design characteristics 
for advanced earth-to-orbit shuttles, 11292 

Wilson, K. H., evaluation of one-dimensional 
approximations for radiative transport 
in blunt body shock layers, 11254 

va Louis F., eastern pineshoot borer, 
11 


Wind instruments, brass wind musical in- 
struments, production and maintenance 
workers of C. G. Conn, Ltd., 11466 

Wind tunnels, fluid flow analysis of hot-core 
ee eae nozzle concept, 
1129% 


Windbreaks, forest and windbarrier plant- 
ing and seeding in United States, 11069 
Wings (aircraft) : 
calculation of laminar heat transfer to 
windward surfaces of straight wing 
shuttle vehicle at high angle of attack 
and with yaw, 11284 

lifting-surface theory for calculating load- 
ing induced on wing by flap, 11299 

Wings S aircraft), measured noise of model 
fan-under-wing and fan-on-flap-jet flap 
configurations, 11296 

Winston-Salem, N.C., census of population 
and housing, 1970, census tracts, 10578 

Winter wheat, see Wheat. 

Witnesses, evidentiary use of prior incon- 
sistent statements by witnesses in trials 
in D.C., hearing, 10890 

WMATC, see Washington Metropolitan Area 
Transit Commission, 

Women, effects of aircraft noises on sleep of 
women, 11267 

Women’s Bureau: 
leaflet, 11479 
publications, list, 11479 

Wood, Ronald A., optimum plot size for 
winter wheat, 11463 

Wood : 

American woods, 11066 
common persimmon, 
tion, 11066 
hinged interior wood door units, volun- 
tary product standards, 11331 
see also Hardwood. 

Woodcocks, status report, 11419 

Woodlands, see Forests and forestry. 

Woodworking machinery, industrial 
equipment handbook, 16943 

Wool, consumption on an ll and worsted 
systems, summary for 1971, current in- 
dustrial reports, 10630 

Woolen cloth, see Wool. 

Word games, 10991 

Words: 
procedure for recording 2 words into a 

ternary word, “West Germany 
study, 11199 
word games, 10991 

Work, time lost from work among currently 
employed population, 11334 

Workmen’s compensation, see —~ ane 
liability and workmen’s compensation. 

Workweek, see Hours of labor. 

World power data, capacity of electric gen- 
erating plants and production of elec- 
tricity, 11036 

World trade, see Commerce. 

Worsted, consumption on woolen and 
worsted systems, summary for 1971, cur- 
rent industrial reports, 10630 

Worth, SOLVE, computer program for de- 
termining maximum value of hardwood 
sawlogs, 3 

wre Robert S., performance of single-stack 

Cdrain waste vent] system utilizin 
coals stack-branch confi 
bottom-shunt venting, 11318 

Wyoming : 
county business patterns, 1971, 10625 
income limits for rent supplement hous- 

ing, 11158 


general informa- 


plant 


uence an 
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Y 
Yarn: 
summary tabulations, wages and related 
benefits in _ and broadwoven textile 
milis, 1123 
textured yarn production, current indus- 
trial reports, 10636 
Yaw, calculation of laminar heat transfer 
to windward surfaces of straight wing 
shutle vehicles at high angle of attack 
and with yaw, 11284 
Yellowtail project, 


electrical equipment 


maintenance and operation, field review, 
11393 


Yianatos, Dennis, relief, 10719 
Yield tables, see Volume and yield tables. 
Yields of 17-year-old loblolly pine planted 
on cutover site at various spacings, 11094 
York, Pa.: 
census of housing, 1970, metropolitan 
housing characteristics, 10559 
census of population and housing, 1970, 
census tracts, 10595 
You and your passport, 11435 
YOU-IN, youth opportunities unlimited in 
nursing series, 11141 





Young, Robert C., vocational education 
lanning, manpower, priorities, and dol- 
ars, 10993 

Youngstown, Ohio: 
census of housing, 1970, metropolitan 

housing characteristics, 10560 
census of population and housing, 1970, 
census tracts, 10596 

Youth : 

seminar on preparing disadvantaged for 
jobs, planning handbook, 109 

strictly for teenagers, some facts about 
venereal disease, 10646 

YOU-IN, youth opportunities unlimited 
in nursing series, 11141 

Youth camp safety act— 
report, 10766 

print additional copies, report, 10767 

Youth Conservation Corps: 
act, amend, report, 10867 
pilot program, expand, report, 19867 


Z 
Zohdy, Adel A. R., resistivity sections, upper 
; 11132 


Arkansas River basin, Colo., 
Zoology, medical and veterinary zoology, 
10394 
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